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Armco Steels for 

Curtain Wall Interior Facings 
Assure Needed Durability 

at Least Cost 


Three special Armco Steels combine the inherent strength and 
rigidity of steel with easy paintability, low cost, and resistance 
to corrosion. Their range of properties enables you to specify 
the material that meets your curtain wall design requirements 
most effectively. 


New steels are 






born at 


Armco ALUMINIZED STEEL Type 2—-Recommended for in- Armco 


terior facings that must resist atmospheric corrosion 
or more severe exposures than normally are encoun- 
tered in curtain walls. This hot-dip aluminum-coated 
steel combines the surface properties of aluminum 
with the strength of steel. It needs no paint. 


Armco ZINCGRIP® PAINTGRIP® STEEL—For interior facings 
of panels that must resist rusting and are to be 
painted. ZINCGRIP PAINTGRIP has a tightly adherent 
hot-dip zinc coating plus a special surface that holds 
and preserves paint. Where codes do not require 
back-up, it assures low-maintenance interior finish. 


Armco ZINCGRIP STEEL— Where interior facings of panels 
require the economical rust protection of a zinc 
coating, ZINCGRIP Steel provides overall durability 
at low cost. Its hot-dip zinc coating applied by a 
special process clings to the base metal, won't flake 
or peel during fabrication. 


Assure your clients maximum value for their dollars by specifying 
porcelain enamel on Armco Enameling Iron for the exterior, 
and one of these special Armco Steels for the interior facing 


of your curtain wall buildings. 
Let us send you specification data and information on their 


applications in architecture. Armco Steel Corporation, 1749 
Curtis Street, Middletown, Ohio. 


ARMCO STEEL 





Armco Division * Sheffield Division * The National Supply Company * Armco Drainage & Metal Products, 
Inc. * The Armco International Corporation » Union Wire Rope Corporation + 











RRS BN A 


ee ee 


Cy 











New B.E.Goodrich wall covering 
| available now in 39 decorator colors 


Mojave is a brand-new fabric-backed viny] wall covering 

from B.F.Goodrich. Excellent for use in large areas, 

Mojave resembles suede and comes in 39 distinctive hues. 

And, of course, Mojave has all of the advantages 

4 of other Koroseal wall coverings. 

’ It washes sparkling clean with soap and water, resists scuffs and stains, 
stays beautiful for years. It’s fire resistant, 

easily applied to walls, covers rough surface areas. 

4 For sample swatches, write Dept. PA-11, B.F.Goodrich Industrial 

i Products Company, Marietta, Ohio. 


VINYL WALL COVERING 





B.EGoodr ich Koroseal vinyl! coated fabrics 
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Texaco 
building team 
finds 

Granco products 
give a fast 
“one source” 

| answer 

to many design 
problems 








PROJECT: A 16-story addition to the Texaco 
Building. 


REQUIREMENTS: Fast, economical construc- 
tion... floor systems to meet many load con- 
ditions . .. complete electrical flexibility, today 
and tomorrow. 


SOLUTION: Building team used severa/ 
Granco products to meet these various re- 
quirements. 


EXAMPLE: For extra strength in corridors and 
elevator areas—18-gage Cofar. For heavy 
load conditions on equipment floor—24-gage 
Cofar. For normal loads on typical floors— 
24-gage Tufcor. For complete underfloor 
electrification —three-cell E/R Cofar. 


RESULT: Ali needs met efficiently and eco- 
nomically. 


CONCLUSION: Why not specify Granco prod- 
ucts on your next job? Granco has a floor or 
roof system for every type of framing, offers 
you more flexibility than competitive systems. 
Fast ‘‘one source”’ delivery. No delays. Jobs 
move faster. Owners occupy sooner. 


For more information, mail coupon at right. 
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Taller section at left is new addition. 


Office of Kenneth Franzheim, Architects 

Chas. S. Chase, Associate Architect 

Manhattan Construction Co. of Texas, General Contractor 
Peterson Bros., Steel Erector 


J. S. Copeland Electric Co., Inc., Electrical Contractor 

















GRANCO PRODUCTS PROVIDE 
FIRM BASE for concrete. Unob- 
structed work area speeds concreting. 
No wood forms. No wasted fill. Rein- 
forced concrete construction. Granco 
products are available in a number of 
widths and gages to help you meet 
various load conditions. 
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MAIL FOR FREE PRODUCT MANUALS 


Check manuals desired . . . sign coupon 

... Clip to your company letterhead... 

and mail today. Att'n: Dept. P-910. 

(_] Corruform and [_] Tufcor Roofs 
Tufcor Floors 

(] Cofar and E/R ("] Granco Roof 
Cofar Floors Deck 


A Subsidiary of GRANITE CITY STEEL CO. 


Our catalogs are filed in Sweets! 

















PLACING E/R COFAR 
IS FAST, EASY. Choice 
of 1., 2-, or 3-cell units. Long 
spans (up to 14’4”) mean 
less framing, lower costs. 
E/R Cofar units permit fu- 
ture wiring without necessi- 
tating a network of cells 
under the entire floor. 


TUFCOR AND E/R COFAR BLEND PERFECTLY. Large F/R 
cells carry wiring to desks and machines anywhere on the floor. Accurate 
cell spacing permits preassembled shop-cut header ducts. 
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rng cist TE provides wide selection 

of modern, lightweight, 
economical, corrosion 
resistant laboratory 
sinks 


Table sinks, end sinks, drainboard-sink units, 
double compartment sinks, cylindrical sinks, cup 
sinks ... DURCON LAB SINKS are made of an 
epoxy resin, modified by The Duriron Company 





to provide even greater corrosion resistance and 
Table Sink with splash back added. 


mechanical strength. They are designed to meet 
practically all modern laboratory needs. They will 
not crack due to thermal shock. They are non- 
DRAINBOARD-SINK UNITS... toxic. Their impermeability to moisture absorp- 
olka: pagum ommmmumlaaa tion precludes staining by dyes or similar agents. 
Durcon Sinks, black in color, are non-glaring. 
They have generous coving in all corners, and the 
bottom is dished to outlet. Durcon sinks can easily 


be cleaned with a moist cloth. 


Contact your laboratory furniture manufacturer 
for further information and prices, or write for 
new Bulletin PF/5a. 


THE DURIRON COMPANY, INC., 
DAYTON, CHIO 












DOUBLE COMPARTMENT SINKS... 
multi-sizes, end-to-end or side-to-side. 


... cylindrical and cup sinks also available 
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There are two kinds of ability—creative and interpretive. 
Both are responsibie for our march of progress. Both get 
an important “assist’’ from CASTELL with the Black 
Gold Graphite. 

Whatever your status, CASTELL will give your eager, 
sensitive fingers the ‘golden touch’ by transforming your 
grey matter into black matter on paper or cloth. 


CASTELL is your always-reliable drawing tool, made 
with the world’s finest natural graphite that tests out at 
more than 99% pure carbon. It contains no smudgy, 
smeary foreign substance to give the false illusion of black. 


CASTELL is as smooth as silk, uniform as a West 
Point platoon in all 20 superb degrees, 8B to 10H. Sharpens 


The Hand with the 


Golden Touch 


uses A.W.Faber-CASTELL 
with BLACK GOLD 


Graphite 


to a needlepoint, yet resists heavy hand pressure. CASTELL 
Black Gold Graphite erases without a trace. 

It costs no more to use the world’s finest drawing 
tools—imported CASTELL wood pencils, CASTELL leads 
and LOCKTITE TEL-A-GRADE holders with the bulldog 
grip. Order from your dealer today. 


Choose from: #9000 CASTELL Pencil. #9007 
CASTELL with Eraser. #9800SG LOCKTITE. TEL-A- 
GRADE Holder with new functional spiral grip and degree 
indicating device. #9030 CASTELL Refill Lead matching 
#9000 pencil in quality and grading, packed in reusable 
plastic tube with gold cap. Other styles and colors of 
pencils, holders and refill leads. 


4 








Castell Leads and Pencils draw on all surfaces, including Mylar- | 
based polyester drafting films. Give perfect lines, easy to erase 


—excellent reproduction. 
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TEL-A-GRADE 9800 « 
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A.W.FABER-CASTELL Pencil Co., Inc. 
Newark 3, N. J. 


BACKED BY NEARLY 200 YEARS UNINTERRUPTED 
MANUFACTURING EXPERIENCE — SINCE 1761 





Copyright 1958 





6 Progressive Architecture 





ine. 





P/A Practice of Architecture article 
exploring the legal safeguards pro- 
vided for protection of architects. 


Exclusion of the unqualified and incom- 
petent from the practice of architecture 
and engineering is generally dependent 
upon the scope of the licensing law of 
the state concerned, and the quality of 
its enforcement. It is possible, however, 
for an apparently effective law to be 
diluted by judicial construction. For ex- 
ample, the Pennsylvania Superior Court 
has construed the architectural licensing 
law of that state to prohibit the use of 
the title “architect” by an unlicensed 
person, but otherwise to leave the prac- 
tice of architecture relatively unre- 
stricted. This interpretation seemingly 
nullified the express language contained 
in the statute which provided that “in 
order to safeguard life, health, and prop- 
erty, no person shall practice architec- 
ture . . . or engage in preparing plans 
and specifications or preliminary data in 
the erection or alteration of any building 
or use the title ‘architect’ . . . unless 
such person shall have secured from the 
Board a certificate of qualification and 
registration . . .” (Baker vs. Chambers, 
183 Pa. Super. 634, 133 A. 2nd 589). 
The interpretation of the Pennsylvania 
licensing law by the Superior Court 
arose out of a case instituted by a cor- 
poration against a property owner who 
had employed that corporation to furnish 
architectural services in connection with 
a contemplated alteration of the property 
owner’s home. The president of the plain- 
tiff corporation was a registered engi- 
neer, and the corporation had an archi- 
tectural department which it maintained 
as an adjunct to its engineering business. 
The head of the architectural department 
(a licensed architect whose compensation 
was measured by the architectural com- 
missions executed by him) prepared the 
preliminary plans, but the project was 
abandoned because of excessive cost. The 
owner refused to pay the plaintiff cor- 
poration for the services rendered by its 
employe, and the corporation instituted 
suit to recover its compensation under 
its contract with the owner. Despite the 
fact that a corporation cannot qualify 
for registration to practice architecture 


Exclusion of “Unqualified and Incompetent” from Practice 


It's the Law Column by Bernard Tomson and Norman Coplan 


under the Pennsylvania statute, the trial 
and appellate courts held that the cor- 
poration was entitled to recover its fees 
because it had not held itself out as an 
architect or used that title and was, 
therefore, in compliance with the law. 
This determination was made despite 
amendments to the licensing law which 
had been enacted in 1939, many years 
prior to this decision, and which seem- 
ingly had transmuted the Pennsylvania 
licensing law from a “title” statute to a 
“practice” statute. 

The Pennsylvania licensing and regis- 
tration law applicable to architects was 
first adopted in 1919. This law as 
amended in 1933 provided for the exami- 
nation and registration of architects and 
stated that “it shall be unlawful for any 
person ... to enter upon the practice 
of architecture in the State of Pennsy]l- 
vania, or to hold himself or herself forth 
as an architect, or as a registered archi- 
tect . . . unless he or she has complied 
with the provisions of that act.” The li- 
censing law, however, contained a further 
proviso that it should not be construed 
“to prevent persons other than architects 
. . . from designing buildings and super- 
vising their construction provided their 
drawings are signed by the authors with 
their true appellation. . . .” The statute 
containing this proviso was construed as 
prohibiting only the use of the title 
“architect” by unlicensed persons, and to 
otherwise permit the practice of archi- 
tecture by corporations, builders, car- 
penters, etc., as long as their true occu- 
pation was indicated on the drawings. 

The 1939 amendments, however, to the 
Pennsylvania licensing law significantly 
struck out the proviso in the original law 
which had permitted persons other than 
architects to design buildings provided 
their drawings were signed with their 
“true appellation.” Except for certain 
minor exceptions which were added to 
the law by the amendatory act of 1939, 
the statute, by its terms excluded all un- 
licensed persons from practicing archi- 
tecture. The Superior Court in the Baker 
case, none the less, concluded that the 
1939 amendments had not altered the 
substantive application of the law. 

In justification of its decision in the 
Baker case, the Superior Court did not 
discuss the legislative intent in adopting 
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the amendatory act of 1939 but rather, 
relied upon an earlier decision which had 
been made in 1940 subsequent to the 
1939 amendments, but involving events 
which had occurred in 1933. The earlier 
case (F. F. Bollinger Co. vs. Whidman 
Brewing Corporation, 14A 2nd 81) was 
an action by a corporation to recover 
compensation for plans and specification 
which had been prepared for the reha- 
bilitation of a brewery. The court found 
that the corporation had held itself out 
as an architect, and thus violated the 
licensing law. In denying a recovery to 
the corporation, the court discussed the 
provisions of the licensing statute as it 
was worded prior to the 1939 amendment 
and referred to the decisions construing 
such statute including those decisions 
which had ruled that non-licensed per- 
sons may practice if their true appella- 
tion is set forth in the drawings. No 
reference was made to the 1939 amend- 
ments, as they were not involved in the 
case and could not affect acts which 
took place in the year 1933. 

However, 17 years later in the Baker 
case, the Superior Court in referring to 
the Bollinger case stated that the court 
in that case had quoted earlier cases 
“with approval as the law even after the 
1939 amendments to the act” and thus 
drew the conclusion that the Pennsyl- 
vania Supreme Court in the Bollinger 
case considered the application of the 
law substantially unchanged in 1940. 
This conclusion is highly questionable in 
view of the fact that the Pennsylvania 
Supreme Court in the Bollinger case was 
applying the licensing law as it applied 
in 1933, and had no occasion to deter- 
mine the effect of the 1939 amendment. 

It is not uncommon for legislative 
changes in licensing and registration 
laws to be regressive in approach and 
to weaken rather than strengthen the re- 
strictions upon practice of architecture 
by the unqualified. Where, however, the 
legislature has been induced to provide 
more stringent requirement for the prac- 
tice of architecture or engineering as a 
protection to the public, it is unfortunate 
that such efforts are diluted by judicial 
interpretation. In any event, the Baker 
case is illustrative of the continuing need 
for the profession to press for adequate 
and uniform legislation in this field. 
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The new Town and Country Motor Hotel was designed by Guy J. Seghers and A. Charles Occhipinti, associate. 


Erection was faster, insurance rates lower 
with Penmetal Structural Framing and 





“The steel framing system was pre- 
engineered and fabricated for maxi- 
mum speed of erection. All members 
were cut to length, delivered and 
placed on the jobsite for immediate 
erection by mechanics with average 
skill. From the date the order was 
laced, less than three weeks elapsed : 
fore all materials were on the 
job.” These are the words of James 
T. Doyle, steel erector for the new 
Town and Country Motor Hotel, 
Bossier City, Louisiana. 

By changing the original designs 
for this project from wood to Pen- 
metal steel framing, insurance cov- 
erage was obtained at a saving in 
premiums of $4,000 per year. This 
will soon pay for the slight addi- 
tional cost of the steel. 

Further savings resu!ted from the 
use of Penmetal STEELDEK. Initial cost 
was low and, because of its light 
weight, loads on structural members 
were reduced, permitting lighter 
designs. 

Ask for data on this steel framing 
of economy. Send for a copy of 
catalog SS-27. 


PENN METAL COMPANY, INC. 


Gen. Sales Office: 40 Central St., Boston 9, Mass. 
Plant: Parkersburg, W. Va. 

District Sales Offices: Boston, New York, Phila- 

delphia, Pittsburgh, Chicago, Detroit, Dallas, | STEELDEK was nailed to the Penmetal steel joists. Light weight 


Ute Best, —_= Fy gn 9 Los Angeles, nakes it easy to handle. The rigid sheets fit quickly into place. 
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What's 


P/A Out of School article discussing 
present trends in architectural edu- 
cation, by a distinguished practi- 
tioner who has interrupted his ca- 
reer in architecture for several 
years to travel, observe, and lecture. 


I am convinced, after an academic year 
of visiting nearly a third of our archi- 
tectural schools for lectures and teach- 
ing, that the training of an architect is a 
most complex procedure—much more so, 
I believe, than most other academic ef- 
forts to qualify students for their chosen 
professions. I am awed by the mass of 
new material the students in Science must 
master to make a start, and by the extra 
background needed now for Economics 
and Business Administration, Medicine, 
and Law. Complexities exist all through 
our teaching system, but in any area of 
factual advance that is patently demon- 
strable, the student mind can be directed 
along a path of some certainty. Archi- 
tecture is enough removed from this 
factual world of thought by its relation 
to the Arts, Psychology, and the expres- 
sion of spirit to make any formulated 
training an ephemeral thing indeed. 

Probably the core of the dilemma lies 
in the shifting scene of our own hectic 
present. What end results do architects 
themselves want to produce? Without 
knowing this, it’s difficult to see how 
much more than the technical side of 
construction can be safely formulated as 
of positive value in a curriculum. Some 
schools attempt to stick to “fundamen- 
tals” as though these were somehow 
static, and try to keep at as great a 
distance as possible from their students 
any “Great Man” influence. And yet, 
others encourage close study of the lead- 
ers of our times, choosing one or another 
for a partisan loyalty. 

At Georgia Tech, we saw the Archi- 
tectural Forum film on the status of mid- 
century U.S. Architecture. Eero Saarinen 
most ably states the theme—three vo- 
cabulary builders for a new synthesis: 
FLW, Mies and Corbu—and then these 
and other individuals are presented with 


the practice of architecture 





Wrong With The Schools? 


by Frederick L. Langhorst 


more of a diversity of emphasis than any 
one could believe possible to synthesize. 
Noble as the effort is, it leaves students 
(school-age or serious-minded practition- 
ers) with a confusion that presently per- 
vades the air of architecture. This is not 
to detract from the value of the film. As 
a reportorial essay it is to be commended, 
but the fact that the synthesis remains 
for new genius to achieve is, it seems to 
me, made abundantly clear. 

Thus the schools labor in an effort to 
be “fundamental” while the flux of new 
concepts seems to range in orbits just 
outside their reach. 

The lectures I have given with slides 
on the great versatility of Frank Lloyd 
Wright were welcomed almost avidly by 
most students, and yet faculties were, in 
general, cool, as though this might still 
upset the “Fundamentals.” I have too 
little material on Mies to attempt a lec- 
ture on his work, but having visited the 
Seagram and IIT buildings, have a 
wholesome respect for it. I found opposi- 
tion by some students to the discipline 
of Mies, which, it seemed to me, was 
obscuring their appreciation of the artis- 
try in it; as in the case of FLW, that 
must also be seen above prejudice. Cor- 
bu, being a little more removed from the 
U.S. scene, is, even so, a great inspirer, 
and his new work in free form gives 
students almost a holiday from “Funda- 
mentals.” Unfortunately, however, most 
of this influence, also via South America, 
is more of a form-and-shape thing than 
the real study of his concepts. 

So much for the three big influences— 
except to say that they are not, any one 
of them, understood thoroughly enough 
(with the possible exception of Mies, in 
some schools which I didn’t get to visit). 
They all made new and very profound 
demonstrations of how architecture can 
grow. As points of departure for the 
coming work, they must be studied as 
masters more vital than those of more 
remote history. 

The one common denominator of 
“dream-boating” in design in all the 
schools I saw seems to have left out of 


the Forum film as I remember it. That 
is the influence of Nervi, Torroja, and 
Candela. It has reached the inner sanc- 
tum of student idealism almost univer- 
sally, sometimes in defiance of any pro- 
fessorial caution. The idea of intuitive 
engineering leads all the followers of 
these creative men to feel a new “value” 
for architcture. The “how” is somehow 
to be left for the technician-engineer to 
cope with, but the result will be glorious 
—or at least different, and possibly sen- 
sational! 

At this point one wonders where the 
“fundamental” approach really continues 
in some schools. True, the design prob- 
lems should be “imagination stretchers” 
(just as some say calculus is necessary 
as a brain stretcher—though Ludlow 
Brown, who teaches Structure at Cornell, 
said he thought a one-semester, three- 
hour course could cover what an archi- 
tect needs to learn about this language of 
variables and summations of miniscule 
actions). 

I asked of one Engineering Depart- 
ment how many Bachelor’s Degree stu- 
dents were given thin shell and cantenary 
studies. The answer was: “None!” How 
much for a Master’s Degree? “Very 
little!” For proficiency in such design 
were there many PhD’s? “Not many!” 
It would seem that the hopes of many 
students aspiring to design in these new 
shapes may be cut short by the lack of 
engineers to solve their problems. One 
point of hope was expressed that for 
some of the more regular forms there 
may be a “break-through” to computing 
machine techniques. It would seem about 
time. 

To return to the point of the complex- 
ity of architectural training—I use this 
term to express the feeling for the con- 
fusion sensed in many students that prob- 
ably comes from the compartmentalism 
of the aspects of architecture into 
courses; each a subject as though with- 
out a predicate and, worse, with no verb 
to make a sentence. They trust the aca- 
demic system ultimately to tie all these 

(Continued on page 11) 
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ONLY NICOLET ASBESTOS HONEYCOMB, WITH THE ABILITY and DURABILITY : 
to withstand time and the elements, can give the quality or permanence. When your ‘ 
architectural plans call for Curtain Wall or Interior Panel construction NICOLET 
ASBESTOS HONEYCOMB should be expressly specified as the core material. ‘ 


Because: 
NICOLET ASBESTOS HONEYCOMB, by nature, will not support a flame — it will retain i 
its structural integrity even after 2 hours at 1700°F. 

Complete immersion can do NICOLET ASBESTOS HONEYCOMB no permanent damage — it 
will retain its honeycomb form always and regain full strength after drying. 

NICOLET ASBESTOS HONEYCOMB will not decay — it is immune to attack by the 

bacteria growth which might generally be found in buildings. 


NICOLET ASBESTOS HONEYCOMB has true economies which are evident from the very start ... 
from its low initial cost to its assured durability. All-in-all, there is no valid reason to settle 
for anything less than NICOLET ASBESTOS HONEYCOMB. Write today for complete information. 


INJUCSOOLLLE TF inpusrries, INC. 


FLORHAM PARK, NEW JERSEY 


Norristown, Pa. Hamilton, Ohio ; 
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What's Wrong With The Schools? (continued) 


subjects together, and yet too often they 
remain unrelated. The transference of 
material from one course to its applica- 
tion in another is too seldom made. 

It seems that the fundamentais are in 
need of an overhauling, which might well 
start with a new view of the History of 
Architecture, not as just the remote past, 
but up to yesterday—even the last hour. 
The factor common to remote or recent 
past that needs a strong emphasis is its 
value as experience. As history is devel- 
oped in this way it is valuable to training 
for what may be coming. History treated 
as a “subject” is one of those exercises 
that might be looked upon as a “knowl- 
edge-for-its-own sake” stretcher, and it 
can become a dreamy sort of other world. 
It’s easy to fall in love with a romance 
of the past. We've all done it at one 
point or another, if just in traveling. But 
a philosophy for action is one demand- 
ing both the history and the wisdom to 
see where principles apply for tomorrow. 
This is not easy, but the architect as a 
responsible builder in his own culture 
must be a very broadly based individual. 
He must know how to interpret and make 
a transference. An example I saw in a 
number of schools is that of abstract 
design. Much of it is commendable. One 
explanation made is that students come 
from such varied backgrounds that to 
give literal problems—such as a meeting 
hall, etc.—would be rich for one and 
poor for another—so, to see the basic 
values of lines, planes, and volumes, it 
is best to remove them from immediate 
reference. In principle this is valid—yet 
when literal problems follow, somehow 
transference is lacking. Like history, the 
penetration to purpose is lost in the test 
tube. 

The most shocking thing of all about 
the design training today seems to me to 
be the detachment from reality—and by 
reality I mean the exprience of a final 
building. Most architects who have grown 
through their practice will testify to the 
validity of learning continuously from 
the experience of a “full-scale” rendi- 
tion of their design concept. Too many 


architects walk away from a completed 
building satisfied to repeat the same per- 
formance, but real architects study their 
work to see where they can improve. The 
student can’t see his “project” in actu- 
ality—it’s a paper thing. He gets a judg- 
ment on it—a grade—and on a summa- 
tion of grades he graduates, to have to 
learn through experience in work about 
the reality of buildings. 

Paul Heffernan let me try an experi- 
ment at Georgia Tech which was simply 
this—for the class to visit five buildings 
and to have everyone make a sketch on- 
site of the aspect of each building which 
impressed him the most—orientation, en- 
trance, material-use, structure expression, 
circulation, esthetic response of space, 
etc.—and of these good or bad. Then we 
had a couple of days of discussion, each 
defending his sketch and seeing and 
hearing about others. Then we went to 
see the five buildings again with a dis- 
cussion in situ and a second set of 
sketches. Through this exercise in see- 
ing and feeling these buildings, we hoped 
that some better realization of space 
values would be felt in following design 
projects. The paper approach needs to 
be augmented by a continuous curiosity 
about what is being drawn. 

It must be realized in the over-all 
complexity of architecture that it is a 
two-way street. Buildings are not ends 
in themselves. They are for the use of 
people—human beings who have sub- 
conscious reactions. Some of these reac- 
tions are as much conditioned as those 
of Pavlov’s dogs, whose mouths watered 
when he rang a bell and fed them—and 
later when he just rang the bell. The 
old eclectic work of Gothic for churches, 
and Greek for banks, was out of this 
“conditioned” background. Today we 
have revolted against eclecticism and 
would design new forms, but we still 
follow the leader, even when we are not 
aware that we do so. This makes the 
problem of “style” and “fashion” a mys- 
tery to students. For a deep look into 
the causes for human responses, I be- 
lieve we could very well study the tech- 
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niques used by advertising as explained 
by Vance Packard in his book, The 
Hidden Persuaders, to see what motiva- 
tional research via psychology has to do 
with architecture. In this field we have 
problems of our response to all the old 
names: scale, color, rhythm, and pattern, 
and some new ones: motion and em- 
pathy. These are the return directions on 
the two-way street on which it seems 
to me we are going only one way. Pos- 
sibly this is why so many architects can 
talk best to one another and why only a 
few can talk successfully to their clients. 
In medicine, doctors speak of the “bed- 
side manner.” Now they have the aids 
of interneship and of psychiatry while 
architects still live in a world of a degree 
and a license, both 50 years behind medi- 
cine and a good 10 behind the Madison 
Avenue boys. 

Unless the practice of architecture 
reaches higher levels of understanding by 
the people it aims to serve, the schools 
will continue to have the present great 
difficulty of starting the student in archi- 
tecture. 

And this leads to a last observation. 
Teaching architecture requires, I be- 
lieve, an awareness of all of the above 
and some experience in realization of 
design in construction—yet the schools 
have so many who are academicians— 
graduates with degrees — Fulbrights, 
Guggenheims, etc.—without adequate un- 
derstanding of the real work of fulfilling 
a commission for an actual building. 

All of this leaves out planning and 
relation to the other arts and landscape 
architecture and industrial design. All 
of these are part of the environmental 
world we live in and schools of architec- 
ture must be broad enough to make their 
students realize this broad pattern. 

Returning again to the theme of com- 
plexity, I would hide behind this refuge 
because I don’t know the answers. I do 
know that most young people are eager 
and trusting. Many take on their studies 
for a degree in architecture in a con- 
formist way, and something much better 
should be done for them. 
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i the new Air Force Academy buildings, only 
highest grade materials were chosen, including Hillyard 
seal and finish for well over one million square feet of 
wood floors. 

Besides appearance, the architects were concerned with 

longtime protection against wear, efficiency of applica- 

tion and ease of maintenance. A Hillyard Maintaineer 

served as “Job Captain” without compensation, while 

the floors were being finished. Architects: Skidmore, 

Owings & Merrill. Flooring Contractor: Superior Floor 
Co., Colorado Springs. 
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P/A Practice of Architecture article 
dealing with a major problem en- 
countered in construction of high- 
rise office buildings: producing satis- 
factory concrete floors of uniform 
wearing quality, and finishing con- 
crete floors to receive resilient floor 
coverings. 


This column is generally devoted to aid- 
ing Architects and Specifications Writers 
in preparing specifications, by keeping 
them abreast of the latest developments 
in materials and recommending certain 
practices. However, in this month’s col- 
umn, I am compelled to enlist the serv- 
ices of my readers in seeking a solution 
to a problem which I have encountered 
as a member of a committee on concrete 
floors, fills, and finishes of the Concrete 
Industry Board of New York. 

It seems that a major problem encoun- 
tered today in the construction of high- 
rise office buildings is: producing satis- 
factory concrete floors of uniform wear- 
ing quality, and finishing concrete floors 
to receive resilient floor coverings. The 
difficulty stems from the fact that our 
highly technological age has introduced 
many mechanical elements, essential to 
the swift conduct of business, which are 
embedded in floors; i.e., electrical con- 
duit, intercom wiring, telephone race- 
ways, heating and cooling elements, etc. 
Embedding these elements within the 
structural slab would seriously reduce 
the strength of the slab; therefore, they 
are placed in lightweight concrete fills 
averaging from 2” to 3” in thickness. 

While many materials can be used for 








Concrete Finishes for Resilient Flooring 


Specifications Clinic by Harold J. Rosen 


floor fill, the number that can be satis- 
factorily finished to receive resilient 
flooring are few. Although regular ce- 
ment-sand-grits mixtures can be used as 
both fill and finish, there can be con- 
siderable savings in weight and conse- 
quently a savings in framing members in 
multi-story construction if part of the 
fill can be lightweight. 

It is in this use of lightweight-concrete 
fills over structural-concrete slabs, and 
cement-sand-grits toppings over light- 
weight-concrete fills that one encounters 
the problem. The problem is one of 
failure of the floor to bond properly, for 
the topping to curl away from the light- 
weight fill, and to have low wear resist- 
ance. Despite the many specifications 
that have been written covering concrete- 
floor installations, the finished concrete 
floor can vary considerably and there is 
no assurance that two floors, placed 
under apparently similar circumstances 
and conditions, will produce equally sat- 
isfactory results. 

The Committee on Concrete Floors, 
Fills, and Finishes of the Concrete In- 
dustry Board of New York had been 
assigned the task of writing a manual of 
recommended practices for concrete floor 
finishes. In preparing the manual for 
various types of floor finishes, such as 
monolithic finishes, separate toppings, in- 
tegral toppings, heavy-duty floors, etc., 
and in discussing the possible solutions 
to the placing of toppings on lightweight 
fills, it became apparent that there was 
an absence of basic scientific and labora- 
tory information on this subject. 

The Committe has sought information 
from several sources, but the replies 
have indicated that there is no simple 
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or acceptable solution to the problem. 
It has been suggested that rich cement 
plasters and stuccos perform poorly 
when applied over base coatings of much 
weaker mortars or plaster, and that there 
is evidence that some underlying cause 
is involved—namely that strong, brittle 
coatings which undergo shrinkage upon 
drying, experience a substantial part of 
their unrestrained movements resulting 
from drying shrinkage unless they are 
bound firmly to a backing of at least 
equal rigidity. It has also been sug- 
gested that lean lightweight-concrete 
used as floor fills not only has lower 
modulus of elasticity than the cement- 
sand-grits toppings, but also has a much 
lower strength and therefore some of the 
loosening of the topping is caused by 
fracture of the fill. 

Others have indicated that the floors 
be completely bonded or the topping 
should be completely separated. Com- 
plete separation means a separate top- 
ping having no bond to the lightweight 
fill, but this would require a topping 2” 
to 3” in thickness, reinforced with light- 
wire mesh, and the additional weight 
would offset any advantage gained from 
the use of the lightweight fill. To achieve 
bond, it would be necessary to use a long 
curing period to minimize volume 
changes during the early stage. How- 
ever, if the topping is strong enough to 
resist early drying shrinkage, it may 
attempt to curl at a later date. 

At the moment of this writing, the 
Committee has no pat answer to this 
problem and will welcome any assistance. 
Recommendations should be forwarded 
to: The Concrete Industry Board, Inc., 
220 East 42nd Street, New York 17, N. Y. 
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Easy channel connection 
and accurate horizontal 


alignment assured by built- 
in key slot connector and 
aligning tabs. 
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Sturdy, one piece cross 
louver construction assures 
rigid, rattle free shielding 
assembly. 


New Fixture Values... 
The IMPROVED RICHMOND 


and LEXINGTON by Miller 
_. With these installation 
and maintenance exclusives 









Shielding assembly is se- 
curely locked in position (or 
lowered on safety chains) 
by quarter turn of visual 
action thumb latches. 
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The newly Improved Richmond and 
Lexington Series by Miller offer out- 
standing Values for lighting Schools, 
Offices, and Stores, 


Four exclusive installation and main- 
tenance features have been built into 
all units in both series. Prices for most 
types are at new lows, while illumina- 
tion performance remains high as 
ever. And, these new fixture groupings 
have an even trimmer, more modern 
appearance. 


You can choose between 45°x45° or ies. 
35° x 25° shielding for both series; 2 page 
or 4 Lp., 40W Rapid Start or 8 ft. 

Slimline. 2 Lp. Richmonds and Lexing- a | 
tons also available for 800 MA High 
Output lamps. Power-Groove operation 
is a brand new option for the 2 Lp. 


€ 
Richmond. THE miller COMPANY mi : er 


For complete catalog information MERIDEN, CONNECTICUT a. oe a ee 
write Dept. RL-119. For a physical 
demonstration of these outstanding fix- 
tures, contact your local Miller Repre- 
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Centralized Utilities for Headquarters Complex 


Mechanical Engineering Critique by William J. 


P/A Practice of Architecture column 
on mechanical and electrical design 
and equipment, devoted this month 
to the long range planning of cen- 
tralized utilities for an office build- 
ing complex. 


A new utilities building has been created 
to centralize the heating, air condition- 
ing, and other services for The Ohio 
Oil Company’s fast-growing headquarters 
buildings at Findlay, Ohio. The objec- 
tives are to improve service, increase efh- 
ciency, and reduce maintenance. De- 
signed by the firm of Wilbur Watson 
Associates of Cleveland, the building and 
its equipment are an impressive example 
of long-range planning, tying-in systems 
planned in the past, and providing facili- 
ties to meet future needs. 

The Ohio Oil Company, organized in 
1887, now operates 3600 miles of pipe- 
line for the transportation of crude oil, 
and is a producer in the United States, 
Canada, Alaska, Venezuela, and Libya. 
It explores for oil both in the Americas 
and Africa. At Robinson, Illinois, the 
company refines 50,000 barrels a day. 
Total crude oil production is 100,000 
barrels a day. These operations and an 
expanding program of marketing have 
required similar expansion in headquar- 
ters at Findlay. Successive increases 
there have been controlled to provide an 
architectural and functional entity. Since 
1929, Wilbur Watson Associates have 
guided the planning of this cohesive, ad- 
ministrative community. By 1958 the 
complex comprised 360,000 sq ft; cur- 
rently 285,000 sq ft are being added; 
provision for a future addition of 270,000 
sq ft is also being made. 

In the 30-year master plan, it was the 
intention that all mechanical and electri- 
cal services would be centralized and 
housed in a single utilities building. This 
unit was built in 1958 and joined at 
that time to the electrical and me- 
chanical services of existing buildings 
long planned for the connection. Its bur- 
den will be doubled by 1960. Empty 
areas will receive equipment for an aug- 
mented capacity to serve a future de- 
mand three times as great as that of 
1958. The building is a two-story, fire- 
proof steel and masonry structure 114’ 
long, 50’ wide, and 37’ high. Exterior is 
brick, interior concrete block and glazed 
tile. Floors are quarry tile on the first 
floor, plus vinyl on the mezzanine and 
second floor. From this center emerge 
the hot water, chilled water, steam, gas, 
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and electricity to meet the diverse needs 
in the various buildings. It houses boil- 
ers, converters, refrigeration machines, 
control center, pumps, and other equip- 
ment. Above it are cooling towers to 
serve the refrigeration machines. 
Changes in mechanical planning over 

the years are reflected in the new plant 
which is designed to cope withthe old, 
the new, and the future. With steam as 
its prime power source, it supplies this 
medium at reduced pressures to heat the 
older buildings through their steam radi- 
ator systems. Other steam leaving the 
utilities center is used for cooking, hu- 
midification and fresh-air tempering. The 
newer buildings utilize warmed and 
chilled water. These are both condi- 
tioned within the center, respectively, by 
shell-and-tube converters and by absorp- 
tion-type refrigeration machines. Steam 
also heats the domestic hot water. About 
90 percent of the steam condensate is 
returned to the boilers. The switch from 
steam to circulated hot water, the advent 
of circulated chilled water, the necessary 
pumping of condenser water to and from 
the towers, and other recent develop- 
ments have made an interesting change 
and increase in the pumping require- 
ments of this kind of station. Here 25 
pumps circulate or deliver water or solu- 
tions in the following nine systems: 

Hot water for heating 

Chilled water for cooling 

Domestic hot water 

Domestic cold water 

Condenser cooling water 

Boiler feed water 

Condensate return water 

Ethylene glycol solution 

(snow melting) 
Water for fire protection 
Part of the second floor of the utilities 

















Control room has console with control 
switches for pumps, fans, and other equip- 
ment. Annunciator panels report cooling and 
heating requirements in each building, com- 
putor-area humidity, tower water tempera- 
ture, and other data. 


building is a fireproof transformer room 
for the entry and distribution of elec- 
tricity. It is distributed at 4160-v to each 
floor of the headquarters building. This 
high voltage reduces the transmission 
losses. Utilities building transformers 
step down voltage only for lighting and 
equipment within the building. 

All services drop down one wall of the 
utilities building and are carried to other 
structures through ample 14 x 9 tunnels. 

A control room, glass-enclosed and air 
conditioned, provides a center from 
which an operator (there is always one 
on duty) can observe temperatures and 
other conditions in all parts of the sys- 
tem. Here, too, are controls for starting 
and stopping all equipment except the 
boilers. Failure or an unfulfilled need 
anywhere in the system sounds a buzzer 
and lights a square on an annunciator 
panel to indicate the problem or action 
required. It could be anything, from 
failure of d-c power supply or low hu- 
midity in the computer room to a need 
for more cooling in the Marketing Build- 
ing. 

The Company has found that long- 
range planning and top-quality equip- 
ment are not a luxury, but actually bring 
reduced maintenance costs and more effi- 
cient operation. 

Gratitude is expressed to C. W. Lyon, 
Supervisor, Building Construction and 
Maintenance Department. The Ohio Oil 
Company, for technical information in- 
cluded in this article. 
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NEW! 
CRONAFLEX’ 
DRAFTING 
FILM 


The best surface on the toughest 
base ... made and controlled by 
Du Pont from start to finish. 


2 CRONAFLEX Drafting Film erases easily, without ghosting, 
yet there is less smudging. It comes matted one or two 
sides, and is available in either rolls or sheets. 


CroNAFLEX Drafting Film is the first product of its 
kind which is made in its entirety by a single manu- 
facturer. The benefits can be summed up in two words: 
quality control. We control the manufacture of both 


base and surface, and we control the method by which 


they are made into the best drafting film you can buy. 

This means that every sheet of CRONAFLEX Drafting 
Film has the same excellent pencil acceptance, the same 
erasability, the superb matte surface, the .004” thick- 
ness which has been found ideal for drafting and filing. 


1 CRONAFLEX Drafting Film has excellent pencil acceptance. 
Its superb matte surface accepts printing and drafting inks. 


3 CRONAFLEX Drafting Film is .004” thick, which has been 
found to be ideal for drafting. Its rugged CRONAR* poly- 
ester film base will take repeated handling and countless 
trips through your reproduction machine and to and from 
your file drawer without cracking or becoming brittle. It lies 
flat, holds size, is flexible and impervious to moisture. 


If drawings are made anywhere in your operation, 
you can use CRONAFLEX Drafting Film to great ad- 
vantage. CRONAFLEX Drafting Film joins the widely 
acclaimed CRONAFLEX line of films: Direct Positive, 
Contact and Projection. You can go from original draw- 





ing to final reproduction with the same product line on 





the same strong base. For more information write: 
E. I. du Pont de Nemours & Co. (Inc.), Photo Products 
Department, Wilmington 98, Delaware. In Canada: 
Du Pont of Canada Limited, Toronto. 





BETTER THINGS FOR BETTER LIVING... THROUGH CHEMISTRY 


REG. uy. 5. pat. OFF 


* DuPont's trademark for its polyester photographic film base 
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FROM THE NATION’S LARGEST MANUFACTURER OF COMMERCIAL AND INDUSTRIAL LIGHTING EQUIPMENT... 


NEWS 
about 
lighting’s 
most 
versatile 
design 
elements 
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recessed incandescent lens box line 


New smaller size for 100-150 
watt lamps at lower price! 
_ New diffusing glass bowl! 
DAY-BRITE New matching splay trims! 
Ns cecenc teehee New application ideas! 
You'll find full details in this 
attractive UNI-FRAME booklet. 
rT ” Available from your Day-Brite 
...and IDEAS on “how to” use therm ™ reorseratve listed in 
the Yellow Pages. Or 
write Day-Brite in St. Louis 
for Catalog OD-1036. 


Day-Brite Lighting, Inc. St. Louis, Missouri Santa Clara, California 
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Atrium House Micro-neighborhood 
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Annual Design Competition 


CONCEPT 


t 


SITE PLAN 


journey, 
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Howard R. Meyer, James Reece Pratt, John Harold Box, 


oe > 
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niko 


LA. A.A. A.1.A. 


“The jury awarded the Grand Prize to an entry showing an unusual 
degree of sensitiveness, coupled with practicality. By unanimous con- 
sent, they found it to be a most convincing and beautiful solution at 
all levels, from the general concept to the varied and well-conceived 
details. It shows a respect for economy without forgetting the essen- 
tial demands for aesthetic expression. In the opinion of the jury no 
other entry had the same degree of self-assurance or clarity of 
direction.” 
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Sponsored by 
mW MASTIC TILE CORPORATION OF AMERICA 


Houston, Tex. * Joliet, Ill. « Long Beach, Calif. * Newburgh, N. Y. 


Vinyl Tile * Rubber Tile * Asphalt Tile 
Vinyl-Asbestos Tile * Plastic Wall Tile 
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New York chooses concrete 
for 398-family housing project! 


Nine contractors competed and every 
: one bid lower in concrete than in steel 
: (actually 7 of the 9 bid concrete lower 
than anyone offered steel!) 


The New York City Housing Authority reports a 
saving of $313,180 by using concrete frame and floor 
construction for the three 20-story buildings of the 
new Woodrow Wilson Housing Project. But such sav- 
ings were not unexpected! 

Concrete has been the Authority’s preference for 
all of its buildings during the last twelve years. 


PORTLAND CEMENT ASSOCIATION 


A national organization to improve and extend the uses of concrete 
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For example, back in 1947 the NYCHA took bids 
for the Lillian Wald 16-building project. $880,000 in 
savings with concrete resulted. So a policy decision 
was made to stay with concrete for future projects. 

In the intervening years, no fewer than 84 concrete 
frame projects were completed or in partial opera- 
tion. They provided housing for 95,454 families. And 
thanks to concrete, we estimate the Housing Author- 
ity saved no less than $66,000,000! 

More and more builders of all sizes are today dem- 

onstrating that when America builds for economy ... 
it builds with concrete! 
New York’s Woodrow Wilson Houses. Architect: Pomerance & 
Breines, New York, N.Y. Structural Engineer: James Ruderman, 
New York, N.Y. Contractor: Leon D. DeMatteis Construction Come 
pany, Elmont, Long Island, N.Y. 





FOR STRUCTURES... 
MODERN 


concrete 
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Aetnapak 


in-stock 








steel doors and frames 


AETNAPAK 


check these custom-quality features 


* completely flush hollow metal door (no visible 
seams) 

* continuous-weld joints, dressed smooth 

* fully insulated 

* fully reinforced (continuous interlocking ver- 
tical stiffener bars) 

* flush inverted Y louvers (no bolts or projec- 
tions beyond door plane) 

* frames with adjustable floor anchors and re- 
movable spreaders 

* complete U-L service including “A” labels with 
single-point locks 


AETNA STEEL PRODUCTS CORPORATION, 730 FIFTH AVENUE, NEW YORK 19, N. Y. 


These and many other custom-quality features 
are built into Aetnapak* in-stock steel! doors 
and frames. Avoid custom engineering delay; 
choose from a variety of cataloged door and 
frame types ready for shipment from inventory 
within 48 hours. Write for your catalog today. 


Other Aetna products: Aet 


Partit 


*Order Aetnapak with or without hardware—doors 
and frames, doors separately, frames separately. 


AETNA STEEL PRODUCTS CORPORATION 
730 Fifth Avenue, New York 19, N.Y 


Please send free catalog of AETNAPAK custom- 
quality, always-in-stock Steel Doors, Frames and 
Hardware. 


Your Name and Title 
Company Name 
Address 


City 

































LIGHT DIFFUSING GLASS MAKES... 
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Architects: Marcel Brever and Associates 
Supervision: Craig Ellwood 


A point of special architectural 
interest in the new Torrington 
Manufacturing Co. plant at Van 
Nuys, California is the sunshade 
of Coolite heat absorbing 

wire glass that spans the 
western elevation. 





Complementing the spectacular 
new IBM offices in San Jose, 
California are these Hauserman 
partitions, glazed with lustrous 
Mississippi Broadlite glass. 


Architect: John S. Bolles, San Franciso, Calif. 


Partitions by: E. F. Havserman Co., 
Cleveland, Ohio 





1260 fights of 4” Coolite Wire 
Glass provide better daylight 
with protection, while absorbing 
excess solar heat in expansive 
American Airlines Hangar at i 
Los Angeles International 
Airport. 


Architect: Quinton Engineers Ltd., 
Los Angeles, California 

Glazing by: W. P. Fuller and Company, Ee 
los Angeles, California : 





mississtirperpep tt 


—| NEW YORK @ CHICAGO * FULLERTON, CALIF. 
OS eeeaaeaeamnll 


woRtoe’ s 2. AROGe«es FT Mansy, 2 C2 TY BR EE R Oo F 


22 Progressive Architecture 


































To make the most of daylight, use 


translucent, light diffusing glass by 
Mississippi. For utility, beauty and 

economy, unmatched by any other 
glazing medium, specify Mississippi 
Glass. Available in a wide variety 
of patterns, wired and unwired, at 
better distributors everywhere. 


Write for new 
1959 Catalog. 
Address Department 8. 





A place in the sun Is especially 
desirable when heat absorbing 
blue-green Coolite Glass is there to 
help employees see better, feel 
better, work more comfortably. A 
brand new concept in “extended 
screen” glazing technique that 
combines beauty and utility. 


Growers Container Corporation, Fullerton, Calif. 
Architect: Falk and Booth, San Francisco, Calif. 
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Why North Hagerstown’s new TV High School” 


Complete with supplementary closed-circuit TV 
educational system, North Hagerstown, Mary- 
land’s new ‘““TV High School’’ embodies the 
latest educational and design concepts. Like 
McLeod & Ferrara, architects, you’ll find that 
the use of Truscon VISION-VENT® Window Walls 
is an ideal way to convert one such concept— 
that of exterior walls which provide added light, 
beauty, and economy—into a striking reality. 


MORE LIGHT, BETTER VENTILATION 
—Use of vISION-VENT Window Walls assures 
higher natural light factor, good fire-resistance 
and insulating value, better ventilation. When 
required, panels can be provided with louvers 
for heating or ventilation systems. 


PLEASING LINES, COLORS—Select prac- 
tically any type of window—double-hung, 
architectural projected, intermediate projected, 
and many others. Trim, modern appearance. 
Choice of high-gloss panel colors for single- or 
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Cost of VISION-VENT Window Wall construction utilized by 
McLeod & Ferrara, Architects, compared favorably with any 
other type of construction considered. No other type, however, 
offered the combination of added light, beauty, durability, 
and complete flexibility of design. 
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multi-colored effects. Almost any desired ar- 
rangement of insulated panels; fixed or operating 
lights; side-hinged, inward or outward project- 
ing ventilators. Choose either steel or aluminum. 


IMMEDIATE AND LONG-TERM 
ECONOMY — Applied-skin type construction 
gives up to 5% more usable floor space, reduces 
weight on frame and foundation, permits fast 
erection even in foul weather. Specify factory- 
applied Supercoat on steel windows—actually 
a double coat of baked enamel. Superbly 
smooth, hard, and durable. Eliminates field 
painting of windows . . . staves off maintenance 
painting for years. 

For all the advantages of modern curtain 
wall construction—combined with the exclusive 
feature of ventilated, insulated panels inte- 
grated with heavy-intermediate steel windows 
—investigate VISION-VENT. Send coupon for 
full information without obligation. 
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Truscon “O-T" Open Truss Steel Joists® are employed ex- 
clusively in North Hagerstown’s new high school. Joists are 
covered by acoustical ceilings in all but a few laboratories 
—such as the electronics lab seen above—where possible 
increases or changes in electrical systems will require com- 
plete accessibility. Send coupon for "O-T" Steel Joist details. 









































REPUBLIC 
STEEL 


Walkdi Witleal Range 
% Stan Steels and. Stak. Produc 





Architects: McLeod & Ferrara, Washington, D.C. 






These high-quality Republic Steel Lockers will be en- 
joyed by generations of North Hagerstown high school 
students. Designed and built by Republic's Berger 
Division to weather youthful exuberance. Bonderized 
to take and keep a finer enameled finish. New, im- 
proved handle. All locker sizes and styles. Complete 
planning, engineering, and installation service. Send 
coupon for complete information. 


MMM O°. 
| 
REPUBLIC STEEL CORPORATION 


DEPT. PA -7924 
1441 REPUBLIC BUILDING + CLEVELAND 1, OHIO 


Please send full information on: 
O VISION-VENT Window Walls 














O) Republic Steel Lockers 0 “O-T” Steel Joists 
Name as, — 
CS a ee 
Address ne een 
City Zone —State — 
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132 Andersen Flexivents: 
in this manufactured house 


N by Frank Lloyd Wright 


gees SECOND of three houses designed by Frank Lloyd Wright for prefabricated construction is manufactured J 
by Marshal! Erdman and Associates, Inc., in Madison, Wis. The 2-story house, on a 2’ by 4’ module, makes : 
liberal use of Andersen’s versatile Flexivent Windows with fixed and operating sash. ‘ 
Builder Erdman reports: “I get a lot of satisfaction, as a designer, engineer and manufacturer of quality } 
homes, out of using a top quality window unit. Out of more than 500 homes with Flexivents, we’ve adjusted win- : 
dows on only two complaints.” 4 
For all the facts on all seven of Andersen’s complete window units, see your Sweet’s File, or write Andersen direct. | 





















Window Bay provides space added by Mr. Wright after original plans (on facing page) were drawn. Exterior color is cream ocher } 
on pressed hardboard siding. Horizontal battens and ornamental facia stained redwood. Window trim Chinese red. 


Andersen \Windowalls 


Trademark of Andersen Corporation 
ANDERSEN CORPORATION . BAYPORT, MINNESOTA 
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(Above), Corner WINDOWALLS in 2-story FLOOR PLAN shows house is almost square 
living room give feeling of immense spacious- 2,912 sq. ft. of space. Walls of upstairs “gallery” 
ness. Operating sash of Flexivents are installed are waist high; folding doors give privacy 
in awning position. Upstairs rooms form “‘gal- $28,000 to $35,000 depending on inclusion of 
lery”’ overlooking living room. basement and built-ins. 
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132 Andersen Flexivents® 


in this manufactured house 
N by Frank Lloyd Wright 


ae SECOND of three houses designed by Frank Lloyd Wright for prefabricated construction is manufactured 
by Marshall Erdman and Associates, Inc., in Madison, Wis. The 2-story house, on a 2’ by 4’ module, makes 
liberal use of Andersen’s versatile Flexivent Windows with fixed and operating sash. 

Builder Erdman reports: “I get a lot of satisfaction, as a designer, engineer and manufacturer of quality | 
homes, out of using a top quality window unit. Out of more than 500 homes with Flexivents, we’ve adjusted win- 
dows on only two complaints.” 

For all the facts on all seven of Andersen’s complete window units, see your Sweet’s File, or write Andersen direct. 


















Window Bay provides space added by Mr. Wright after original plans (on facing page) were drawn. Exterior color is cream ocher ; 
on pressed hardboard siding. Horizontal battens and ornamental facia stained redwood. Window trim Chinese red. 


Andersen \Windowalls WW 


Trademark of Andersen Corporation 
ANDERSEN CORPORATION ° BAYPORT, MINNESOTA 
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(Above), Corner WINDOWALLS in 2-story 
living room give feeling of immense spacious- 
ness. Operating sash of Flexivents are installed 
in awning position. Upstairs rooms form “‘gal- 
lery”’ overlooking living room. 


FLOOR PLAN shows house is almost square 
2,912 sq. ft. of space. Walls of upstairs “‘gallery”’ 
are waist high; folding doors give privacy 
$28,000 to $35,000 depending on inclusion of 
basement and built-ins. 
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Central Sterile Supply Bacteriology Laboratory 


Hospital Casework wt (harley 


Installed in Utah Valley Hospital, Provo, Utah 
















JOHN H. ZENGER, Administrator 
WILLARD C. NELSON, Architect 







Just as no two hospitals are alike, no two 
casework installations can be alike. Only the 
adaptability of custom casework can meet the more 
exacting requirements of today’s hospitals. 






instrument Storage 





—— 













Proven complete flexibility, plus functional beauty 
and rugged dependability, is making 
St. Charles Custom Casework the choice 
of more and more hospitals. 





SEND FOR CATALOG. This complete catalog, it 
“St. Charles Hospital Casework,” EX 
is available at request on your letterhead. £ 


St Charles 


CASEWORK « SINKS AND COUNTERS 





SPECIAL PURPOSE UNITS 





Chemistry Laboratory St. Charles Manufacturing Co., Dept. PAH-I!, St. Charles, Illinois 
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The same brilliant acrylic-base finish 
used on millions of late model autos (no 
polishing in 3 years)... can now be 
specified on Guth Fluorescents, 

at no extra cost! This means Guth Fixtures 
offer even more exclusive advantages: 


1. An extra-rich, sparkling white finish. 


2. Maximum reflectivity and light output. 


3. Greater resistance to all common stains 
... original efficiency lasts longer. 


. Easier maintenance than other 
enamels. Dirt and dust can’t embed 
itself in this 175% harder finish. 
Wipes clean quick. 


T V Fass :. 
LU Cl F*. . os . A tougher finish—superior resistance 
— ge ae i to chipping and scratching. 
F I X i U R E Of a . 50% less discoloration when exposed 
- 3 to ultraviclet. 
Fi N IS i F % | \ MR. SPECIFIER ... check the fact chart 
j ; wy below... see exactly how much 
... for greater efficiency—longer lasting ’ better this new finish is. AND—SPECIFY 


beauty—easier maintenance é GUTH FOR YOUR NEXT JOB! ,» DuPont 








PERCENT | 18.75% | 17.65% | 11.76% | 12.99% | 38.46% | 80.00% | 42.06% | 175.00% |11.76% | 17.65% | 13.39% | 80.00% | 50.00% 


) 30 min. at 400° F. * ® DuPont 


THE EDWIN F.GUTH CO:- 2615 WASHINGTON BLVD.:- ST.LOUIS 3, MO. 
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Concealed Toilet Paper 
Holder—revoiving hood 
protects, covers paper. 


rs 


Handsome lucite and 
chrome Towel Ring. 

















Coronado Extendo-bar for 
drying nylons, lingerie. 














Shower Recess Unit 
~-—handy, safe spot for 
shampoo bottles, etc. 





Relaxation Unit 
is luxuriously practical — 
recessed for toilet 
paper, cigarettes, ashtray, 
magazines, papers. 





with HALL- MACK: bathroom accessories in 


; ] 
* 
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e 


HALL- MACK COMPANY « A lady never tells her age—and neither do Hall-Mack 
Division of TEXTRON INC. : Bathroom Accessories. Styled for a lifetime of gleaming 





beauty, these quality accessories provide practical conven- 
ience and comfort — plus blending harmoniously with either 
modern design or period architecture to enrich the beauty of 
any bath. Pioneered by Hall-Mack, these quality accessories 
are tailored to meet the needs of every ladae. Building, 
buying, or remodeling —always specify and install Hall-Mack 
Bathroom Accessories for the touch that means so much. 


Sold by leading plumbing, tile and hardware dealers everywhere 


1380 W. Washington Bivd., Los Angeles 7, Calif. PA-119 


CD Please send your FREE color booklet of new bathroom 
ideas 


,eeeeeee 


PLEASE PRINT 


ADDRESS. 


@eeeeees 
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Time has a way with marble. The touch 
of age is a gentle one, so light that its 


natural beauty grows warmer and richer 


with the passing years. The National 

ad I Tal Bank of Detroit is an excellent example 
J 

of architecture today for tomorrow— a 


distinguished contribution to the new 


BEAI | | "4 beauty now being rebuilt into downtown 
Detroit. 


National Bank of Detroit 

Architects & Engineers: Albert Kahn 
General Contractors: Bryant and Detwiler 
Stone Setting C Winfrey Brother: 
Interior Marble: Detroit Marble Company 
Material: White Georgia Marble 
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DIVISIONS: Structural Division, Nelson, Ga.; Calcium Products Division, Tate, Ga.; Alabama Lime- 


f 
GEORGIA MARBLE co. stone Co., Russellville, Ala.; Green Mountain Marble, West Rutland, Vt.; Tennessee Marble, Knoxville, 
®E0. U8. PAT. OFF. gta, 
——— Tenn.; Alberene Stone, Schuyler, Va.; Willingham-Little Stone, Atlanta, Ga. 3 wes? 
rare 11 Pryor Street, S.W. ¢ Atlanta 3, Georgia ry . 














ONE MILE OF 57472 (slot type) DIFFUSERS 





Architects—Perkins & Will, Chicago, III. 
Air Conditioning & Ventilating Contractors—The Robert Irsay Co., Skokie, III. 
General Contractors—Turner Construction Company 


Installed in Administrative and Research Center 
INTERNATIONAL MINERALS & CHEMICAL CORPORATION 


Skokie, Illinois 








all photos by Hedrich-Blessing, Chicago 


Stripline slot type diffusers guarantee the greatest possible uni- 
i formity of air flow while enhancing the modern architectural design. 


| Regardless of length of the Stripline diffusers installed, these slot 
type units provide unvaried distribution of noiseless, draftless, con- 
ditioned air. Cold or hot spots are completely eliminated. 


Stripline is versatile . . . inconspicuous .. . practical... , can be 
located anywhere to suit the interior design . . . in walls .. . ceilings 
-. coves... moulds... window stools. 


For complete engineering data ask for Stripline catalog. 
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STRIPLINE ... Versatile, Inconspicuous, Practical 


OGIO ET orga UR Ee 


air diffusers © filters * exhausters 
registers and grilles 


Sold exclusively by representatives for: 


AIR DEVICES INC. 


185 MADISON AVENUE, New York 16, N. Y. 



























CITY HALL 
ST, LAURENT, QUEBEC, CANADA 


Dufresne and Boulva— Architects 
G.L. Guay & Frere, Ltee.— Builders 


The official seal of St. Laurent was 
reproduced in polychrome Ceramic Veneer; 
tan Ceramic Veneer was specified for the 


facing.U nit sizes are 20"x 27" and 24"xr 24". 


CERAMIC VENEER 


never limits creative expression 





ole a ae 





Pere FEDERAL SEABOARD TERRA COTTA CORPORATION 




















COLOR 

In the creation of a specific architectural design, the use 
of color goes far toward establishing the proper atmos- 
phere for the ultimate composition. Federal Seaboard 
ceramic veneer offers a choice of color unequalled by any 
other facing material. Permanence of color is assured by 
the impervious glazes of ceramic veneer. 

Solid colors are available in a wide range of conservative 
or dominant hues. 

Mottle colors are two or more colors blended in the appli- 
cation of the ceramic finish. 

Polychrome consists of two or more colors applied sepa- 
rately to a specified area. Hues available in polychrome 
are practically unlimited, including “two-fire’ glazes 
such as gold, silver, orange and vermilion at additional 
cost. (See section 2(d) of specifications. ) 


FINISH 

Gloss finish provides a reflective surface suitable where 
lustrous glaze is desirable. 

Satin finish provides a surface of medium reflectivity. 
Vitreous slip or unglazed finish provides a surface of low 
reflectivity suitable for exteriors, particularly for use in 
combination with other masonry materials. 


TEXTURE AND FORM 

Texture is the appearance produced by the surface of 
ceramic veneer apart from its color and finish. The 
surface texture range is wide and varied—smooth, fine 
and coarse roughened, or tooled. Beveled, fluted or 
scored forms as well as custom-designed surface treat- 
ments are available. 


CERAMIC VENEER BY FEDERAL SEABOARD 


TEMPLE EMANUEL, Kingston, N. Y.—Arthur Silver, architect; Larsen- 
Johansen, Inc., builders: Sea Mist Green Ceramic Veneer was 
specified for these through-wall grille units; unit size is 1144" x 13” 4". 























ECONOMY 

Maintenance. Ceramic veneer guarantees the absolute 
minimum of expenditures for maintenance during the 
entire life of the structure. The hard, impermeable glazes 
act as an enduring seal against grime, smoke, acids and 
other impurities, assuring the removal of any surface 
film by a simple soap and water washing. 

Permanence. Ceramic veneer, either adhesion or anchored 
type, becomes an integral part of the structure. Its 
impervious finish will permanently resist weathering and 
will always retain its original colors. 


PATTERN 

The architectural possibilities of ceramic veneer—color, 
form and texture—are infinite, bounded only by the 
imagination. Made from molds, ceramic veneer offers 
the most inexpensive execution for repetitive designs. 


ORNAMENTATION 

Decorative architectural terra cotta offers the designer a 
wide choice in the execution of architectural treatments. 
Delicate sculpture or simple bas-reliefs in either mono- 
chrome or polychrome, are produced precisely to your 
specifications by Federal Seaboard craftsmen. 


GRILLES 

Federal Seaboard offers a number of smart grille designs 
in the full color range of ceramic veneer. If required, 
grilles can be custom-made to your own design. What. 
ever the purpose—for sun control, to reduce air condi- 
tioning requirements or to create new beauty for struc- 
turally sound older buildings, investigate the many 
advantages of versatile ceramic veneer grilles. 
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111 WEST 40th STREET BUILDING, 
New York, N. Y.—Kahn & Jacobs 
and Sidney Goldstone, architects; 
George A. Fuller Co., general con- 
tractor: Ceramic Veneer was used 
for vertical pier facing and coping 
of this 35-story office building. 


PUBLIC SCHOOL NO. 93, New York, 
N.Y.—Board of Education, architect; 
Caristo Construction Corp., builders: 
facing for vestibule of entrance, 
lobby and entrance hall is green 
Ceramic Veneer in units 18” x 18”. 


OUR LADY OF ASSUMPTION 
CHURCH, Wood-Ridge, N. J.— 
Anthony De Pace, architect; Roma- 
gnino Construction Company, build- 
ers: mottled pink and gray facing 
units, 22” x 24”, gray textured grille 
units, 15” x 15”, and the 19-ft. poly- 
chrome terra cotta statue were sup- 
plied by Federal Seaboard. 
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ADHESION TYPE CERAMIC VENEER 


The maximum overall thickness of the adhesion type 
ceramic veneer slab is not over 114”. . 

The maximum face areas of individual siabs do not 
exceed 540 square inches. The maximum overall face 
dimension is 20”x27”. Any intermediate size is available. 
This type of ceramic veneer requires no metal anchorage, 
but is held in place by the adhesion of the mortar to the 
ceramic veneer body and the backing wall. The overall 
thickness from the face of the ceramic veneer to the face 
of the backing wall will be only 134” to 2”. Round metal 
ties, 1g” in diameter, may be used if required. 

Extensive shear tests on adhesion type ceramic veneer 
wall panels indicate that the shearing strengths developed 
are far in excess of those required by building codes. Such 
codes require that a unit shearing strength of not less 
than 50 psi be developed between the backing and facing. 
Tests indicate that average shearing strengths of 138 to 
174 psi are actually developed between the facing and 
the backing by adhesion. 


ANCHORED TYPE CERAMIC VENEER 


Anchored type ceramic veneer is recommended where 
the architect desires a larger scale slab. Such slabs are 
available in any intermediate size up to 26"x36”". Scoring 
is provided on the backs of such units and the overall 
slab thickness will be a nominal 2”. A minimum of 214” 
is required from rough wall to finished veneer surface to 
provide adequate grout space between the veneer and 
the backing. Anchor holes are provided in the bed edges 
of the slabs for the installation of anchors. The ribs on 
the back of the panel are keyed into the grout. 





HOW CERAMIC VENEER IS 
APPLIED TO VARIOUS BACKINGS 


































































































— i. 
i ere 
Pipe oy 
He 34" Do. Ree 
H Mortar -¥.t sf Mortar 
H Coat 3 > "EEN Coat 
ee =: 
: Oe 0G eee 
H Ceramic .°.- - .. bE Ceramic 
H Veneer = fy" *. =” EH Veneer 
;: =o 9° ‘ pases: 
H ° ..° amis: 
: Ses ? rf Be 
bi Ww 
CONCRETE 
—_ = A A 
= F Wood 
“HH — Metal > Sheathing 
HH sLath io. Idi 
Riise: — Buiiding 
fee} — Ya" Scratch :t Paper 
iis: Coat Wire _ #-"EEH— ¥%" Scratch 
sss: a 34° Mortar Mesh s Coat 
Hy Coat “Be — 34° Mortar 
=: : “s Coat 
‘FRA — Ceramic : 
Hy Veneer “HE — Ceramic 
‘ f Veneer 
METAL wooD 
















































| 
| 
} 













STANDARD 
SPECIFICATIONS 


Sor furnishing 
and erecting’ 


CERAMIC VENEER 


1. SETTING DRAWINGS 

The terra cotta manufacturer shall provide two copies of scale shop draw- 
ings developed from the architect’s drawings and approved by the architect. 
These shop drawings are to be used for setting and shall indicate all dimen- 
sions and sizes of joints, as well as all anchors, hangers, expansion and 
pressure-relieving joints, etc., which are furnished by others. 


2. CERAMIC VENEER UNITS 

(a) quality Ceramic veneer shall conform to the requirements of the Speci- 
fications for Architectural Terra Cotta and Ceramic Veneer of the Archi- 
tectural Terra Cotta Institute for quality of finish and physical properties 
of the units. 


(b) dimensions Adhesion type thin ceramic veneer which is attached to 
the backing by the bond between mortar and masonry without the use of 
metal ties shall be not over 114” thick. 

Anchored type ceramic veneer, attached to the backing by non-ferrous 


metal anchors shall be nominally 2”. 


All ashlar shall be sized by grinding or cutting and face lengths and widths 
shall not vary more than 1/16” over or under the dimensions called for on 
the setting drawings. 


(c) surface The exposed face of all ashlar shall not vary from a true plane 
by more than the amount shown in Table 1. 





Face Area Maximum Permissible 
sq. ft. Distortion in Inches 
TABLE 1 
1 and under 1/16 
Over 1 to2 1/8 
Over 2 3/16 


(d) texture and color The texture, ceramic finish and color of all exposed 
surfaces of terra cotta shall be as approved by the architect and are subject 
to normal ceramic variations. If polychrome or two-fired colors, such as 
gold, silver, orange and vermilion, are required, the extent of their use shall 
be indicated on the architect's drawings or in the specifications. 


Note: Glazes which mature at lower temperatures than the clay body must 
be applied to the burned body. This double firing, as well as the high cost of 
the raw materials required for many low-fired glazes, results in a sub- 
stantial increase in the cost of these colors as compared to single-fired glazes. 


(e) delivery Terra cotta shall be shipped to point of delivery stated in the 
contract, properly packed, and in sound condition. The setting contractor 
shall receive all terra cotta at street curb and be responsible thereafter for 
its good condition. Terra cotta shall be stored under cover not in contact 
with the ground and shall be stacked on wood lath or strips so as to protect 
it from injury. 


3. MORTAR 
Mortar shall be proportioned by volume for the type specified within the 
following limits for both anchored and adhesion types: 


Setting and Pointing Mortar: 1 part portland cement, 14 part high calcium 
lime putty and 4 parts sand to which is added ammonium stearate or 
approved equal. 




















JUNIOR HIGH SCHOOL, South Attieboro, Mass.—Architects Collaborative, | 
architects; Vara Construction Inc., builders: this colorful wall is made of 
Ceramic Veneer in units 12” x 12” x 14". 


Mortar Grout: Setting mortar to which sufficient additional water is added 
to cause the mixture to flow readily. 


Pea Gravel Grout: 1 part portland cement, 1 part sand and 5 parts graded 
pea gravel passing a 34” sieve. 


4. ERECTION 

(a) supports and anchors Expansion and pressure-relieving joints shall be 
erected and non-ferrous metal anchors shall be installed where shown on 
approved terra cotta setting drawings. Metal supporting or securing the 
terra cotta shall be thoroughly embedded in the masonry and shall be 
protected from corrosion by incasing in mortar or grout. In the case of 
concrete construction, loop dowel anchors or other anchors approved by 
the architect shall be used, together with horizontal grooves 6” wide cast 
in the concrete. 


(b) wetting At the beginning of setting each day, all walls to be faced shall 
be drenched with clean water and shall be drenched again with water 
approximately 1 hour before setting of ceramic veneer. All terra cotta and 
ceramic veneer shall be wetted in accordance with manufacturer's recom- § 
mendations with clean water just prior to installation and shall be noticeably 
damp at the time of laying. 


(c) setting 

(1) anchored type ceramic veneer: Terra cotta shall be set true to line in 
setting mortar and shall be anchored in accordance with approved setting 
drawings. All spaces between anchored type terra cotta and backing wall 2” 
or more in width shall be filled solidly with pea gravel grout. Spaces less 
than 2” in width shall be filled solidly with mortar grout. Voids in open 
back hand-molded terra cotta shall be filled with brick masonry as indi- 
cated on manufacturer's drawings. 


(2) adhesion type ceramic veneer: Just prior to application of mortar, a 
limited area of the wall and entire back of the piece of ceramic veneer about 
to be set shall be given a brush coat of neat portland cement and water. 
Brush coats shall be of such consistency that they will spread evenly. 
Immediately thereafter, spread one-half of the mortar coat on a limited 
area of the wall and the other half on the entire back of the piece of ceramic 
veneer and tap it in place on the wall so as to completely fill all voids. The 
total thickness of the mortar coat shall average 34”, but sufficient mortar 
shall be used to create a slight excess which will be forced out at the joints 
and the edge of the piece when it is tapped into place. 


When applied to soffits, each piece of ceramic veneer, in addition to the 
usual centers and wooden wedges, shall be supported by suitable bent ver- 
tical wooden shores exerting a constant upward pressure until the mortar 
coat has set for several days. 


(d) tooling and pointing When pointing is specified, all mortar joints shall 
be raked to a depth of 19”. Before pointing, joints shall be saturated with 
clean water, after which they shall be filled solidly with pointing mortar 
and tooled. If pointing is not specified, all mortar joints shall be tooled as 
the setting progresses to form a concave joint. All surplus mortar and stains 
shall be removed as the setting progresses and the surface shall be left clean. 


(e) cleaning Upon completion of the setting, all surfaces shall be cleaned 
with soap or washing powder and rinsed thoroughly with clean water. 
Abrasives or metal tools shall not be used. 


FEDERAL SEABOARD TERRA COTTA CORPORATION 


10 EAST 40TH ST., NEW YORK 16,N.Y. «© PLANT AT PERTH AMBOY, NEW JERSEY 


Printed in U.S.A. 
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UL-listed, factory - built The two smokestacks pictured at the left will 


Van-Packer stack goes up fast, 
is economical, efficient and safe 


far outlast ordinary steel stacks. They are Van- 
Packer Factory-Built Smokestacks. They resist 
corrosive flue-gas acids. They are built to an 
engineered standard and are always consistent 
in fabrication quality. 


The Van-Packer Smokestack is a factory- 
built, refractory smokestack centrifugally cast 
in 3-foot long cylindrical sections. Its outer 
jacket of corrosion-resistant metal requires no 
painting. It gives you the advantage of a brick 
stack at the average price of a steel stack. It’s 
available in eight diameters. It serves com- 
mercial and industrial boilers, furnaces and 
incinerators. 

The Van-Packer Model HT Smokestack is 
safe, as well as efficient and economical. It’s the 
only industrial smokestack listed under the 
Factory Inspection and Label Service Program 
of Underwriters’ Laboratories, Inc. 

Investigate the advantages of this refractory 
stack. It offers substantial economies because 
it is factory built in large quantities under 
controlled conditions. 


VAN FPACKER. 


Division of: 
Tt. Manufacturer of 
FLINTKOTE Diversified Products 
~w for Home and Industry 


VAN-PACKER CO., 1232 McKinley Ave. 
Chicago Heights, Ill. e SKyline 4-4772 
in the West: Pioneer Division, The Flintkote Company, | 
P. O. Box 2218, Terminal Annex, Los Angeles, Calif 
in Toronto, Ontario: The Flintkote Company of Canada, Lid 


» 


Get all the facts! 


Write for 
your copy of 
new Bulletin IS-40 


Please send me a copy of your new 
Bulletin IS-40 


Name 
Firm 
Street 


Zone State 


EN 
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You pay no more for unequalled SLOAN quality... 
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"4 “3 When water in a plumbing system meets a 
} s resistance to its flow, audible sounds are often 
f . \ created which can be objectionable—especially 


when the water pressure is excessive (in the range 
4 - between 50 and 125 pP.s.1.). 
; it, &\\ For buildings with water pressure in this range, 
m& Cae. ia » - 

/ . 


Sloan Royal, Crown or Naval Flush Valves can 


: Vie \\S a be equipped to operate quietly at only slight 
ye additional cost. Called Quiet-Flush Valves, they 
Vik have unique engineering features added that 
he) hil oh ds guide or interrupt high velocity streams at two 
74 1 thea! vital points of restriction to quiet the flow. Yes, 
=F they are whisper quiet and are especially recom- 
H mended for hospitals, hotels, motels, homes, 

/ apartments, private office toilet rooms or any 


installation where quietness is essential. 
Quiet-Flush is another product of Sloan research 
which is constantly employed to help sustain 
Sloan’s outstanding leadership of more than fifty 
years. And, since Sloan Flush Valves today are 
better than ever, why not make sure you get them? 


S LOAN ow 4 VALVES 


SLOAN VALVE COMPANY * 4300 WEST LAKE is CHICAGO 24, ILLINOIS 
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Specify Asphalt built-up roofing— 
for long service at lowest cost 


Asphalt built-up roofing on your building delivers 
long service with a minimum of maintenance cost. 





“Custom-made” 
for dead-level decks 


Low-melting-point Asphalts are custom made 
for maximum waterproofing in built-up roofing 
on dead-level decks. Their temperature sus- 
ceptibility tends to eliminate hairline cracks 
in roof, seals it against standing water pud- 
dies. Yet, Asphalt doesn’t flow away from high 
spots. And Asphalt roofing provides other 
important advantages. 


Long service life 


The record shows 20-, 30-, even 40-year serv- 
ice life for Asphalt built-up roofing on decks 
of all slopes . . . even on dead-level decks 
where conditions are most severe. Many such 
roofs outlast their buildings! 

Asphalt roofing is well proven in the severe 
sun exposure conditions of the West and in 
northern cold winters . . . a good reason why 
it’s used far more than any other type of 
roofing. 





Lower cost 


Asphalt built-up roofing 
typically saves $1.00 to 
$4.00 per square and 
sometimes more. One 
reason is the healthy 
competition among roof- 
ing manufacturers. 


Application advantages 


Roofers are more familiar with the handling 
of Asphalt products. And most roofers are 
aware of their 
lower toxicity. 
Workmen gener- 
ally prefer to work 





i, with Asphalt over 
[> any other type of 


roofing material. 


Available anywhere 


Asphalt roofing manufacturers are strategi- 
cally located throughout the United States— 
their products are readily available for your 
job, regardless of location. This is not always 
the case with coal tar roofing products. 

Assure your next building of trouble- 
free, low cost protec- 
tion by specifying 
Asphalt roofing mate- 
rials. For more detailed 
information, contact 
your Asphalt roofing 
supplier. 


THE ASPHALT INSTITUTE 


Campus, University of Maryland, College Park, Md. 
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WHAT'S ON YOUR BOARDS NOW? 


[Homes —[] scHoois 
CU FARM STRUCTURES 
Le” [] INDUSTRIAL PLANTS 
[J] COMMERCIAL BLDGS. 


Now You Can Specify the 


FIRST 
INSULATION 


that satisfies all requirements for 


BLOCK «ond CAVITY 
WALLS! 










- oes 
wd : ° 
State Bos. 


SPEEDY APPLICATION AT O'HARE CHICAGO MOTEL 


Workman filling cores of blocks at new motel near Chicago's O'Hare 
Field International Airport. Also used in cavity walls between rooms. 
Arch.: Arthur Swanson. Gen. Contr.: John Theodosakis. 


Rendered water-repellent bya special patented proc- 
ess, Zonolite Masonry Fill meets an age-old need 
for an insulation that will remain permanently dry 
and efficient in block and cavity walls. By actually 
doubling the insulating value of such walls, it often 
eliminates the cost, labor and delay of installing 
interior wall treatment...saves up to 50% on heat- 
ing costs...25% on air conditioning. Low in cost, 
100% fire safe, fast and easy to install, Zonolite 
Masonry Fill gives you free use of the exciting new 
versatility of this type of construction. Mail coupon 
now for full details. 


ZONOLITE™ 


WATER-REPELLENT 


MASONRY FILL INSULATION 


135 South LaSalle Street, Chicago 3, Illinois 
Send me booklet MF-2 giving complete data 
on Zonolite Masonry Fill Insulation. 


For Free Data 
Booklet 


Nome 





Firm. omen 
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City & Zone 


— ___State 
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Outstanding in so many ways, the exclusive built-in 
Canolectric by Trade-Wind gives the finest in con- 
venience, speed and style. 
: Canolectric mounts flush in A kitchen sales feature — per- 

the wall at the most conven- manently built-in as an integ- 
ient location in the kitchen ral part of the kitchen. 


The only can opener that 
automatically pierces the can 


Now available in black trim 
set off by a gleaming stainless 
and delivers it to your waiting 
hand with just a push of the 
button. 


steel or rich antique copper 
face plate. 


Canolectric opens every size and shape of can, smoothing the inner edge 
for safety. It’s extra fast, too. Does the entire job in 4 seconds. This is 
another Trade-Wind Quality Product—fully guaranteed and designed 
for years of service. 


SIMPLE TO INSTALL 





r Trade-Wind quality 


ya 


... wh y not get it! 


You are paying fo 


. frwdte~ y, Vin DL divtsten 


ROBBINS & MYERS, INC. 














7755 PARAMOUNT PLACE, DEPT. PA PICO RIVERA, CALIFORNIA 
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Created in 
SPECTRA-COLORS 

and 

GEOMETRIC PATTERNS 
that add a new concept 
to interior and 

exterior applications 








EXTERIOR APPLICATIONS 


Coral Ridge National Bank 
Fort Lauderdale, Florida 
Architect: 

WILLIAM G. CRAWFORD 


c) 
Colorado Federal Savings 
Denver, Colorado 
Architect: 
W. C. MucHow 
Installed by: 
ALADDIN Iron & STEEL COMPANY 
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» integ- 
er that 
the can 
waiting 
_ of the 
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This is 
signed 

Specify ANOTEC* for new con- 

struction or modernization! Ideal for 

sun deflectors, decorative wall pan- 

els, spandrels, column facings, win- 

dow guards, room-dividers, parapet 

and terrace railings, swimming pool 
iw! enclosures, patio screens, grilles, 

: louvers, gates, fences, etc. 
*Trademark eeeceeeeeoeeeeeeeeeoeeeeeeeeeeeeeeeeeeeeeeeeeeee 
KLEMP INTERNATIONAL PA-LI 
> > . P 1379 N. North Branch Street 
ORNIA pn aed information and specifications Chicago 22, Illinois 
available upon request. 


( Please send complete information and specifications on 
ANOTEC.* 

( Please have one of your representatives contact me. 

Name 

Firm 

Address 


City State 


379 N. North Branch Street « Chicago 22, Illinois » MO-hawk 4-4530 


Telephone ‘ alacant 
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Fairchild Hall where open floo 








United States Air Force Academy, Colorado Springs .. . dramatically positioned 
with the Rampart Range of the Rocky Mountains as a backdrop. 


Architects & Engineers: Skidmore, Owings & Merrill. 
Electrical Engineer: Syska & Hennessy, Inc. 








Cafeteria in the headquarters building in 
the service and supply area. Here flush 
mounted troffers with curved lenses as- 
sured a pleasing lighting effect of low 
brightness luminescence. 


* 


rs give a semblance of flight. The out- 
side corridors are illuminated by special corner fixture troffers using 
lenses to direct light outward. 











A monument to tomorrow.. 

The 

Air Force 
Academy 


Complemented by Al/Brite Lighting in Keeping with the Space Age 


A calvacade of contrast . . . that’s the Air Force Academy near Colorado Springs. 

Buildings of aluminum, glass and white marble in military order seem to march down a 
mesa of broad-terraces. There are buildings within buildings, separated by courts. All in all, 
there is earthbound strength in their precise arrangement. Yet, a sense of air and flight per- 
meates structures that stand on stilts. Here and there floors are left completely open. Colored 
walls of glass mosaic read as vertical planes to add illusion of height. 

This feeling of the future challenged imagination in illumination so unusual effects were 
sought. In one instance open floor areas were illuminated by special AllBrite corner troffers 
using lenses which gave light an outward direction, adding to the semblance of flight. In another, 
an office area was bathed in low brightness luminescence to create an unusually restful atmos- 
phere. This was achieved by AllBrite troffers with curved lenses. 

Thus did architects Skidmore, Owings & Merrill wed lighting to the total design concept 
of a monument to tomorrow...and with special skills and products AllBrite engineering 
served the architects well. Curtis-AllBrite Lighting, Inc., AllBrite Lighting Division, 352 Shaw 
Road, South San Francisco, California; Curtis Lighting Division, 6135 West 65th Street, 
Chicago 38, Illinois. 






CURTIS 


visioneers in Ut i 
planned lighting 









East end of the headquarters building in the 
service and supply area. Lighting was achieved 
by troffers with curved lenses which assured an 
unusually restful atmosphere. 








MULTI-CHECK 


FOR INTERIOR DOORS 


























mounts any way you Iike... 


mortised in the door push side—surface mounted pull side—surface mounted 


(right or left hand) (right or left hand) (right or left hand) 
NO SPECIAL BRACKET NEEDED 
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non-handed closer meets every mounting need... 


ONE-PIECE (non-protruding) ARM HOLD-OPEN quickly ad- FLOATING ROLLER in arm rides TRAVELING SPINDLE TWO CLOSING SPEEDS 

hides away when door is closed. justable to any one of 7 _ freely to adjust to door sag or im- _— moves with arm to relieve independently adjusta- 
points. proper hanging. leverage stress on hinges __ ble. 

and door frame. 





THE OSCAR C. RIXSON COMPANY 


9100 west belmont avenue e franklin park, illinois 3 
CANADIAN PLANT: 43 racine rd. (rexdale P.O.) toronto, canada 3 


write for complete details 
and installation templates 





44 Progressive Architecture 





fi 


— 
822219) 339 
¢ eggs 27s 











The Chase Manhattan Bank Building 


A BETHLEHEM STEEL REPORT ON ONE OF 
THE SIGNIFICANT STRUCTURES OF OUR TIME 





“Like a shaft of light...” 


This apt phrase was used by an architectural journal in de- 
scribing the design of the new headquarters of The Chase 
Manhattan Bank. Its lofty tower of glass and metal will glow 
amidst the somber facades of lower Manhattan. And, occupy- 
ing only about a third of the 214-acre site, it brings sunlight 
and air and spaciousness to the dark canyons of Wall Street. 

Fifteen thousand employees will occupy the building, 
which rises sixty stories into the air, and extends five floors 
below ground level. Gross floor area is more than 2.3 million 
sq ft. The tower rises 810 ft without setbacks, and is approxi- 
mately 281 by 107 ft in plan. It required approximately 53,000 
tons of structural steel, fabricated and erected by Bethlehem. 
Nearly 5,000 tons of this total, plus some 1,100 tons of sheet 
piling, were required for the substructures alone. 


Architect: Skidmore, Owings & Merrill; 

consulting foundation engineers: Moran, 

Proctor, Mueser & Rutledge; consulting & & T By L ia tH t M 4 T - & L 
structural engineers: Weiskopf & Pick- 

worth; consulting mechanical engineers: 

Jaros, Baum & Bolles; consulting elec- 

trical enginers: Meyer, Strong & Jones; 

general contractor: Turner Construction 

Company. 


The column sections, up to 36 ft long and up to 52 
tons in weight, were fabricated at Bethlehem’s Potts- 
town Works. Made from heavy plate material, 
the sections’ outside dimensions are uniform up 
the entire 810-ft height of the structure. 


This project marked the first time that permanent 
floor steel was used as a horizontal strut system, or 
crosslot bracing, replacing the usual temporary 
bracing of cofferdams. The steel was erected down- 
ward from grade. As each level was placed and 
jacked to brace the outer walls, the contractors (The 
Foundation Co., George M. Brewster & Son., Inc., 
and Joseph Miele Construction Co., Inc.) exca- 
vated to just below another level, allowing more 
steel to be erected. This process was followed for 
five subsurface levels, to a depth of 80 ft. 





pETHLEHEN 
STEEL 





— 


In addition to fabricated structural steel, Bethlehem products used in the Chase Manhattan 
Building include high-strength structural bolts, sheet piling, concrete reinforcing bars, and 
electric resistance-weld pipe. Bethlehem wire rope and strand were used for rigging the guy 
derricks. In addition, manufacturers used Bethlehem products in fabricating the steel flooring, 
wall partitions, ductwork, and miscellaneous ironwork. 











a meme 










Steel decking, made by a Bethlehem 
sheet customer, was used throughout 
the building. It was laid quickly and 
economically; no need for forms. Elec- 
trical raceways provide flexibility for 
the huge open floor areas. Movable 
steel wall partitions have been de- 
signed by the architects and fabricated 
for use in this building. 
















An ironworker tightens Bethlehem 
high-strength structural bolts, used 
for all field connections. Bolting is 
faster, quieter, and safer than riveting 
and makes tighter joints. 
















Some 1,500 tons of Bethlehem electric 
resistance-weld steel pipe up to 16 in. 
diameter was used for the water 
lines of the heating and air-condition- 
ing system. 



























PUBLICATIONS DEPARTMENT 
BETHLEHEM STEEL COMPANY, 
BETHLEHEM, PA. 


Send me literature on: 
[-] Structural Steel 


[_] High-Strength Bolts 





[] Open-Web Joists [] Pipe [] Piling 
[-] Stabform (] Wire Rope 

Name 

Address 

















The 9,000-ton-capacity air-condition- 
ing system is believed to be the largest 
ever installed in a commercial office 
building. The ductwork shown here 
was made from Bethcon, continuously 4 
galvanized steel sheets. 3 


Bethlehem Products for Construction 


Structural shapes; a full line of industrial fasteners; concrete reinforcing 
bars and specialty products; Bethlehem Slabform for poured concrete floors 
and roofs; wire rope, strand, and elevator cable; open-web joists; steel pipe 
in all diameters; sheet and H-piling; galvanized steel sheets; hollow drill 
steel; and a complete range of highway construction products. 






Bethlehem Steel Company, Bethlehem, Pa. 


Export Distributor: Bethlehem Steel Export Corporation 





BETHLEHEM STEEL 


Folder 701 599 , Printed in 1/5. 






























Look what they’re doing with lightweight, 
translucent Kalwall Panel Unit Walls... 





thlehem 
}, used 
ting is 
riveting 






























dition- 
an : New President Motel, Atlantic City, N. J. * Rodney C. Williams, Architect * Neptune Contracting Co., General Contractor * Kalwall installation by Winner-Whelan, Trenton, N. J. 
office 
n here 4 
uously 7 
Structural Kalwall used to enclose 125-room, A new low in installed cost... 
3-story motel—no supporting framework required | Ht pesmi ebisanestin 
aa { Translucent Panels, Opaque 
‘ Panels, windows and louvers 
% ; = : TT bled t 
Anyone in Atlantic City can tell you into place by hand. In fact, it took four ae te onnianenaae = te 
about the new President Motel —a men only five days to enclose the 125- H | Kalwall plant. Completed mod- 
ae ‘ ‘ : x - decbeedenctenh ular units require only per- 
a. building that glows at night with soft, room structure. imeter sealing at the site 
a . A ‘ : . . , ‘ sah Units are available in sizes up 
orcing F radiant beauty. And in the day — is Through prefabrication, simplified to 4’ x 20’, in a variety of 
floors q flooded with even, glare-free natural installation, and elimination of struc- rr te era Bape maga 
| pipe 4 light. tural framework, Kalwall Panel Units ~ workmen to assemble 
» drill 4 4’ x 10’ Kalwall translucent Panel make dramatic building savings pos- 





Units used for the Motel were manu- sible. What’s more, they’re perfect for 
factured at the factory complete with controlling light. Send in prints of your 
window sash. The rigid, self-support- job. Let us show you how simple, how 
ing modular units weighed less than practical it is to build the Kalwall Panel 
2 Ibs./sq. ft. —- workmen lifted them Unit way. 
4 
q Simplified installation 


KALWALL CORPORATION etn coe heat an pe 
| ing — position panels — and seal with 


Kalwall battens and elastic sealing tape 


Dept. PA, 43 Union Street, Manchester, N. H. it's that simple to install the Kalwall 


Panel Unit Wall 
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How 


SHEPARD ELEVATORS 






took the bite out of gear tooth wear 


The worm gear... heart of traction elevator machines... 
really isn’t complicated. It looks and operates just like any 
other machine's gearing. 

But years ago Shepard Elevator Co. discovered a flaw 
in standard worm gear machining practice. Uncontrollable 
minor imperfections in the tools used produced high spots 
on certain teeth. This hastened wear, caused some vibra- 


tion and lowered operating efficiency. 


Shepard solves the problem 
The solution, while not easily arrived at, was basically 
simple. By changing the number of gear teeth the engi- 
neers were able to compensate for cutting tool faults and 
produce a perfectly uniform gear. 

This, combined with other manufacturing and design 
improvements, resulted in a worm gear that gives un- 


matched operating efficiency, and almost never has to be 
replaced because of wear. Mechanics will tell you that’s 


ql lite an accomplishment. 


Now available nationally 

Ninety-nine years’ experience has contributed to the ex- 
cellent reputation Shepard passenger and freight elevators 
enjoy in the Midwestern area. Now these fine machines 
are available nationally in a wide range of sizes and 
speeds. Give your clients the benefit of Shepard bids on 
geared elevators. In addition to geared units, Shepard 
manufactures all sizes of gearless hoisting equipment 
for higher speed elevators. Make your work easier by 
requesting Shepard’s expert elevator planning assistance. 


See our catalogue in Sweet’s Architectural File. 


SHEPARD ELEVATOR COMPANY 


SHEPARD ELEVATORS A] eee wievayor cove 


5051 Brotherton Rd., Cincinnati 9, Ohio 
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response to ‘The New Sensualism” . 


p/a views 





‘‘new?’’ ‘‘timely”’ 


“fair... “less talk’’. .. ‘‘comprehensive’”’... ‘trends askew?”’ 


Dear Editor: | have read your most re- 
freshing article on “The New Sensual- 
ism,” and I brought it immediately to 
the University (School of Architecture) 
where they are translating it into Span- 
ish. I think it is a very important article 
which should be known by our Mexican 
students. If—as I hope—there will be 
some reactions “pro” or “con” to the 
article, from the talk of these young 
architects, I'll write it to you immedi- 
ately. It would be a wonderful thing, 
I think, to make a whole book on “The 
New Sensualism.” In my opinion, the 
article (and the whole topic) is most 


important. 


MATHIAS GOERITZ 
San Angel, Mexico 


Dear Editor: 1 don’t know if I quite 
agree with the title and classification of 
the different trends, but the subject is 
timely and interesting. Perhaps, you 
should have emphasized the relationship 
of buildings to one another in our cities. 
These require many different types of 
buildings that can, I believe, happily 


live together. 
JOSE LUIS SERT 
Cambridge, Mass. 


Dear Editor: Many thanks for your 
article, “New Sensualism.” Sensuality 
may be the end result, but, as you point 
out, it can never be the motivating force. 
It occurs to me that the mechanical 
systems (which costs so much) have in- 
herent within them very real possibilities, 
and contribute much to “The New Sensu- 
ality.” 

You will find enclosed a couple of 
photos and a reprint of an article de- 
scribing the key to the Blue Cross-Blue 
Shield Office Building now under way in 
Boston. In this case, the relative plas- 
ticity of the building comes from the 
combined structure and mechanical sys- 


tem. The heating and cooling (for the 


typical office floors) is on the roof and 
the ducts are like a great octopus sur- 
rounding the entire exterior. It can be 
noted that the returns stop before they 
touch the ground, indicating their non- 
structural aspects. The heating and cool- 
ing ducts are approximately one-half the 
size of the return. The remaining half 
is the structure. The ducts stop at the 
top of the Y-shaped columns. The span- 
drels are thickened between the hot and 
cold ducts to accommodate the attenua- 
tion chambers. 

All of the vertical members are the 


same size, because structure plus a feed- 





misplaced reference 


P/A’s capsule analyses of “Eleven 
Wall-Assembly Details” featured in 
the SEPTEMBER issue contained one un 
fortunate type transposition that we 
hereby call to the attention of our 
Readers—particularly those who file 
such reference data—as a last-minute 
error for which we apologize to every 
one affected by it. During final stages 
of preparation of that Special Study, 
the concluding four lines written for 
Page 189 (“The proprietary curtain 
wall system was fabricated by Kimble 
Glass Company, which assumed full 
responsibility for proper performance 
of the wall assembly.”) were somehow 
separated from the analysis of the 
“Thin, Glass-Block” wall on that page, 
designed by Skidmore, Owings & Mer 
rill. This error was compounded when 
the four lines were placed at the be 
ginning of the description of “Glass 
Block Masonry” on Page 190—con- 
fusing an analysis that was already 
complete. This referred to Kane Me 
morial Hospital, Pittsburgh, designed 
by Button & McLean and Mitchell & 
Ritchie, Associated Architects, wheré 
the selected wall of Pittsburgh Corn 
ing “Suntrol” glass blocks alternating 
with plate-glass panels in an alumi 
num grid was erected, with Albro 
Metal Products Corporation assuming 
responsibility for proper functioning of 


the wall assembly 
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Designed for beauty and maximum low-cost daylighting 


with Johns-Manville Fiber Glass 


the translucent building panels 
that defy breakage 

















By providing color and functional beauty 
Johns-Manville Corrulux translucent 
building panels offer new opportunities in 
the architectural design of industrial and 
commercial buildings. 


These shatterproof, fiber-glass-rein- 
forced building panels, when used for side- 
lighting, skylighting, glazing, partitions 
and awnings, provide translucency for dif- 
fused daylighting. Corrulux admits more 
usable, free daylight, cuts glare, provides 
evenly lighted, shadowless areas. 


When Corrulux goes up, maintenance 
costs go down. The lightweight panels are 
made of tough light-stabilized resins rein- 
forced with millions of high-strength glass 


Corrulux: 


fibers. Corrulux will not crack, warp, 
buckle or sag. It resists the effects of most 
industrial fumes and is impervious to 
weather. Ordinary rocks, hailstones and 
flying objects have no effect on Corrulux. 


Corrulux panels 4’ to 12’ in length, 26” 
to 40” wide, are easy to handle and install. 
They require a minimum of framing. No 
special flashing or caulking is needed. 


For additional information on how J-M 
Corrulux can be utilized in new construc- 
tion and for modernization of old buildings, 
see your Johns-Manville distributor. Or 
write to: Johns-Manville, Box 158, N.Y. 16, 
N.Y. In Canada, Plastic and Allied Build- 
ing Products, Ltd., Box 250, Dundas, Ont. 


JOHNS -MANVILLE 


Jouns-Manvitte Ji 
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p/a views 





““The New Sensualism”’ 






























ing duct equals the size of a return duct. 
More importantly, the middle (of the 
beginning, middle and end) should read 


Arber-French & Co. 


as a texture and not be overly articu- 
lated. The end result is not “mechanical 
exhibitionism,” I hope, but a_ unified 
formal whole. The mechanical system, as 
such, cannot be read unless one knows. 

You will also find enclosed a couple of 
shots of our second High School for 
Sarasota, Florida. The mechanical sys- 
tem again plays an important role in the 
arrangement of solids and voids. In 
this case, two beams are placed six feet 
apart. A bottom and top connects the 
beams, thereby forming a chase for the 
mechanical systems. The resultant off- 








setting of the vertical and _ horizontal 


planes becomes the theme of the build- Recent work referred to by Paul Rudolph in the accompanying 
oe letter includes Massachusetts Blue Cross-Blue Shield Building 
ing. in Boston (above) by Anderson, Beckwith & Haible and Rudolph. 


As you see, I am fascinated by this 
“monster,” the mechanical system. We 
need more from it than just keeping us 
comfortable. It has seeds which may 
grow until they become the integrated 
sculpture for us. Corbu, of course, 
started this, with his great vent stacks. 

You will also find enclosed some pho- 
tographs of the Greeley Laboratory for 
Yale. The Y-shaped columns are of pre- 

: cast concrete, and the ceiling coffers; 
the whole being tied together with an 
undulating poured-in-place beam. The 
possibilities inherent in precasting of 
concrete will, in the next decade, aug- 


ment the curtain wall. 


PAUL RUDOLPH 
Department of Architecture, Yale University 
New Haven, Conn. 





Dear Editor: Your two-part article is a 
wonderfully thoughtful analysis of the 
state of architecture. Your probing into 

(Continued on page 61) ‘ 
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Robert H. Ford 


Creative Photography 














The new High School for Sarasota, Florida 
(above), and Greeley Memorial Laboratory, 
School of Forestry. Yale University (left), 
also are Rudolph works recently completed 


Binks 






Ronald C. 
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Fab-Form, a brand new addi- 
tion to Pittsburgh Steel Prod- 
ucts’ line of quality construction 
products, builds in savings of 
materials and erection time for 
concrete floor and roof slabs. 





Pittsburgh Fab-Form, available in lengths up to 28 feet, 3 inches with %-inch 
corrugation, is handled easily on steel joists by one man at St. Regis Church and 
School in Trafford, Pa. Contractor H. Justin Brown & Son, Mt. Lebanon, Pa., 
reported it took four men just one day to lay 10,800 square feet of Fab-Form. 
Fab-Form was sold and engineered by W. N. Dambach, Inc., Pittsburgh, Pa. 


I\/\“@ 












New Fab-Form by Pittsburgh Steel 
Cuts Floor and Roof Slab Costs, 
Gives Greater Length and Width 


New Fab-Form—longest and wid- 
est corrugated, permanent steel form 
for slabs poured over joists—reduces 
the number of end and side laps 
through its 32-inch cover width and 
extra length. 





In addition, Fab-Form has an 
exclusive new welding method 
that is literally a snap. 

Fab-Form is fabricated: 

e In standard lengths, plus other 
lengths up to 28 feet, 3 inches— 
twice as long as most others. 

e In a cover width of 32 inches. 

e With deepest corrugation — a 
full %-inch — of any standard steel 
centering. 

e Plain or Bonderized with an ex- 
clusive baked-on duPont red oxide 
primer that provides weather pro- 
tection and serves as an excellent 
primer base for further painting of 
exposed underside. Fab-Form’s spe- 
cial protective finish prevents water 
stain or “white rust.” 

Fab-Form’s uniform strength 
comes from high-tensile (90,000 to 
100,000 psi), 27 gage, cold rolled 





steel sheet. ™ Dee 
¢ Ideal for School—One of the J 20° 
first construction jobs in which Fab- deep 


Form was used was the new St. 
Regis Church and School in Traf- 
ford, Pa. Architect for the job was 


Ermes Brunettini, AIA, Verona, Pa. a 
More than 33,000 square feet of 
Fab-Form supports three-inch con- ae 
crete floor and roof slabs set on Fab- 
steel joists. catia 
Thomas A. Laboon, job super- Forn 
intendent for H. Justin Brown & burg 
Son, general contractors from leade 


Mt. Lebanon, Pa., said that the field 
deeper corrugations in Fab- 
Form helped make a stronger 
slab. Pittsburgh Steel’s six-inch 
square mesh made of No. 6 gage 
wire was used for reinforcing. 

Fab-Form’s speed of installation 
also impressed Mr. Laboon. He said 
that it took four men just one day 
to lay 10,800 square feet of Fab- 
Form on roof joists. After sections 
were laid, welders using the unique 
Fab-Form Welding Washer Stick 
made plug welds to every other joist. 


e Easy as A, B, C— Welders found 
using the exclusive Fab-Form Weld- 
ing Washer Stick unusually simple. 
Pittsburgh Steel developed the 
unique stick so that each welder 
bent up the end washer on the stick, 
made his plug weld and snapped off 
the washer—in just seconds. This 
eliminates fumbling in heavy gloves 
for individual washers. Next, mesh 
was installed and the slab was poured. 





































‘Everything came out exactly 
right with no scrapped mate- 
rial,’’ said Mr. Laboon in com- 
menting on the economy of 
Fab-Form. ‘“‘The side and end- 
lapping worked out exactly 
right. 

“On top of that,” he added, “‘you § 
know that when Fab-Form is down 7 
you have a material that will take | 
a beating from men tramping on it, 
buggies and even rough weather. 

‘Later, after the slab is poured, 
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Deepest corrugation, %-inch, of all standard steel centering is avail- Rugged Fab-Form, longest and widest corrugated 
able with Fab-Form. Job Superintendent Thomas A. Laboon, left, shown steel centering for concrete floor and roof slabs on the 
with Pittsburgh Steel Products Salesman C. W. Bainbridge Jr., said market, easily supports a three-inch roof slab. Fab- 


deep corrugation helped make a stronger slab. 


you are confident that the same ma- 
terial will go a long way in helping 
provide sound construction.” 

Join the growing list of satisfied 
Fab-Form users. Your first appli- 
cation will convince you of Fab- 
Form’s advantages ... from Pitts- 
burgh Steel Products Division, a 
leader in the construction products 
field for more than 30 years. 

Write today for literature or, bet- 
ter yet, contact the nearest Pitts- 
burgh Steel Products sales office 
listed here. 


» 


Exclusive Fab-Form Welding 
Washer Stick reduces installation time. 
After the end washer on the stick is 
bent up, the welder makes a plug weld 
and snaps off the washer. Then mesh is 
installed and slab is poured. 


Form saves material and erection time. 


} 


f — 


Pouring is no problem with Fab-Form. Here a buggy has rolled over Fab-Form 
without damaging the material. Six-inch square mesh made of No. 6 gage wire 
is from Pittsburgh Steel, too. 


Pittsburgh Steel Products 


a division of Pittsburgh Steel Company 
Grant Building «+ Pittsburgh 30, Pa. 


DISTRICT SALES OFFICES Los Angeles Pittsburgh 
Atlanta Cleveland Detroit New York Tulsa 
Chicago Dayton Houston Philadelphia Warren, Ohio 


























ANOTHER PRESTRESSED CONCRETE STRUCTURE 





Architect Howard Parezo, A.1.A. 





MO Ope 


Architect's rendering of Grandstand for Minnehaha Fair Grounds, Sioux Falls, S.D. 
Prestressed Concrete sub-contractor; Gage Brothers 
Concrete Producis, Inc., Sioux Falls, South Dakota 


Nothing Says More for PRESTRESSED CONCRETE 
Than the Architects Who Design for it 
Here’s why it was Chosen for Grandstand in South Dakota 


We quote architect Howard Parezo: 
“In designing the Sioux Falls Empire 
Fair Association Grandstand, thought 
was given to wood, steel, concrete and 
prestressed construction. 


“The primary budget was set up on the 
basis of $150,000, which the county 
was willing to spend for a 5000 seat, 
canopied, fire-resistant grandstand. Fur- 
ther, the area under the grandstand had 
to be enclosed and watertight so that it 
could be utilized for fair display pur- 
poses. 


“We investigated concrete first and 
found it to be too expensive. Second, we 
investigated wood and found it to be in- 
adequate from many points of view. 
Though steel by itself came within the 
budget, the cost of putting a protective 
coating on it made it too expensive. 
Prestressed concrete came in more rea- 
sonable than any of the others and still 
gave us a fire-resistant job. 


“Another factor was the time element. 
We were awarded the job in June of 
1958 with the proviso that the job was 
to be completed by August 15 of the 
same year; opening day of the State 
Fair. None of the construction methods 
could be completed within that time 
allotment except prestressed concrete. 


“‘Total cost of the structure was 
$131,000—well within our budget. We 
were able to complete the job within 
nine weeks—the Fair opened on time 
with full use of the stands. 


“The owners are well satisfied with the 
structure. Some of their comments in- 
cluded ‘The finest grandstand we’ve ever 
seen,’ ‘The seating is comfortable’, 
‘Didn't believe it could be done within 
the budget or the time limit.’” 

Mr. Parezo closes on an equally posi- 
tive note: “We have used prestressed 
concrete before ‘and we will consider 
it for future structures, for permanence, 
price and construction time.” 


Change the name of the architect, the 
type of structure and the location and 
you have, in substance, the classic rea- 
sons for the use of prestressed concrete 
the country over. Terminals, schools, 
bridges, piers, motels, garages, and 
warehouses are some of the structures 
that have been, and are being, built of 
prestressed concrete. 

Roebling’s experience and familiarity 
with prestressed concrete dates back to 
its introduction into this country. We 
are in a position, therefore, to share 
with you data and information we have 
accumulated on all phases of prestressed 
concrete. Any inquiry bearing on any 
part of this remarkable subject will be 
answered promptly and fully. 


ROE BLING 


Branch Offices in Principal Cities 


John A. Roebling's Sons Division 
The Colorado Fuel and Iron Corporation beet A 
— 


CONSULT ROEBLING... First in U.S. with prestressing and tensioning elements 
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To capture...control...or create an environment: 


GLASS BY AME RICAN-SAINT GOBAIN 


People live better, work better under glass. Because people need color, light, space... and a 











measure of visual excitement. Today’s architectural glass is your most versatile medium for 
space design ... environmental control... preservation of the amenities. Its functional integrity 
and lasting service commend it to your use. @ <American-Saint Gobain today offers you 
the most complete line of architectural glass. It’s designed and produced by the company with 


the finest facilities ... the longest experience in glass. @ American-Saint Gobain Corporation. 
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FOUR SAMPLES . .. FROM AN IMMENSE FUND 
OF ARCHITECTURAL IDEAS IN GLASS .. . are 
shown above and on the reverse, to suggest 
to you the wisdom of checking American- 
Saint Gobain spees—whenever glass is part 
of your design. All the types and charac- 
teristics listed below . . . and combination: 
thereof... in the widest range of sizes and 
thicknesses .. . are available from this one 


source, 


TRANSPARENCIES: 
sheet ; obscure and light-diffusing; opaque. 


window glass; crystal 
FINISHES: textured; Satinol®; frosted. 
PATTERNS: a wide variety of decorative pat- 
terns: linear, geometric, random and non- 
directional; corrugated. 

PROCESSES: 


wired. 


heat tempered; laminated; 


FABRICATIONS: spandrels; doors; resistance 
heaters; plane and bent shapes. 

SPECIAL CHARACTERISTICS: heat-absorbing ; 
elare-reducing; insulating; fire retarding; 
chemical resisting. 

COLORS: integral tints; fused ceramic coat- 
ings. 

For detailed information. see the follow- 
ing Sweet’s files: Architectural: Ta/ AMR 

~ja/Li...3e/BL...16d/BL. Industrial 
Construction: 3t/Li. Light Construction: 
2d/AMR 1i/Li. Plant Engineering: 
5b/BL. 

For other information, call the American- 
Saint Gobain district office nearest you... 
or write: 

AMERICAN-SAINT GOBAIN CORPORATION 

Dept. PA1, 625 Madison Ave., N.Y. 22 
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AMERICAN LUSTRAGRAY® 
gray-tinted window glass 


Reduces glare approximately 50% 
without sacrificing vision. Exterior 
opacity contributes to privacy. Neu 
tral shade places no restrictions on 
interior decor. No special glazing re 
quirements. Thicknesses: double 
EN 6 a ee oe ee ne ee 


BLUE RIDGE HUEWHITE® 
glare reducing glass 


For light diffusion with true color 
transmission. Designed for light con- 
trol and/or decoration, in day lighting 
of schools, offices, studios, museums 
and similar installations. Delivers 
very wide light distribution — almost 
uniform down to incidence of 15 de- 
grees. Thicknesses: 4” .. . 54”. Also: 
4%,” wired... ¥%” corrugated. 


BLUE RIDGE BEADEX® 
new patterned glass 


Newly styled for sparkling decorative 
effects. A striking design for parti- 
tions and space dividers. Plain and 
textured finishes. Thickness: 7%,”. 


BLUE RIDGE HUETEX® 
colored, insulating glass facing 


The most durable of spandrel mate- 
rials. Fully tempered glass, 5,” thick, 
textured on the weathering side to 
subdue reflections . . . sunfast ce- 
ramic enamel, in 12 standard colors 
(or custom-made to your sample), 
permanently fused to back of glass 

. aluminum, welded to the back 
surface by exclusive process, to pro- 
tect enamel, and insulate. Will not 
fade, craze, crack or warp. 


AMERICAN-SAINT GOBAIN 
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New Smithcraft Speedomatic troffers 
utilize the principle of the 
interlocking grip, the full length of 
the door frame, assuring positive 
light seal. There are no visible bolts, 
catches or hinges to mar the 
architectural beauty of new 
Speedomatic troffers. Framed in the 
ceiling by a single width of metal, new 
Speedomatic troffers offer maximum 
illuminated areas and long, 
free-flowing precise lines. 


Today's most versatile troffer, the new 
Smithcraft Speedomatic is available 

in one- and two-foot wide widths, in an 
abundance of sizes and shieldings 
that add up to 5366 individual 
choices in one complete troffer line. 
This unique versatility allows the 
architect complete freedom of 
expression in lighting arrangements. 


Specifying and ordering of Speedomatic 
is extremely simple — four basic types 
fit over 100 ceiling systems 

(as listed in Smithcraft's 

complete Ceiling Index). 





For complete information on 
versatile, trim Speedomatic troffers, 
and Smithcraft's Ceiling Index, 
write for complete 30-page catalog 
ail and price list, 





+ ight eondtoniny by Smithenaft— America fest Yluorescet lighting CHELSEA 50, MASSACHUSETTS 





simplicity —the key to positive light seal 














SPEEDOMATIC TROFFERS _ 


| Srithenaft 
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"CERAMIC TILE...FOR UNLIMITED SERVICE AND DESIG! POSSIBILITIES!" 


The project: a uniquely designed patio-retreat. The landscape architect-designer : James 
Rose. Ingredients: ceramic tile and imagination. Result: another idea stimulator for 
ceramic tile—the lifetime material which doesn’t burn, scratch, dent, stain or fade. The 
surfacing material which cleans easily and never needs wax. The versatile home surfac- 
= - THEIMODERN STYLE 


ing which gives you wide latitude for unique designs. 
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Design for Patio-Retreat by James Rose 


The multiple benefits of ceramic tile 
will pay off handsomely for yourself 
and your client on any residential, 
institutional or commercial project 
you undertake. See your local tile 
contractor for up-to-date 
information—including all the 
details on the new lower-cost 
installation methods and the new 
dry-curing, thin-setting bed mortars. 


PARTICIPATING COMPANIES 


American Encaustic Tiling Co., Inc. 
Atlantic Tile Mfg. Co. 
Cambridge Tile Mfg. Co. 
Carlyle Tile Co. 

General Tile Co. 

Gladding, McBean & Co. 
Jackson Tile Mfg. Co. 

Jordan Tile Mfg. Co. 

Lone Star Ceramics Co. 
Monarch Tile Mfg. Inc. 
Mosaic Tile Co. 

Murray Tile Co., Inc 
National Tile & Mfg. Co. 
Olean Tile Co. 

Pacific Tile and Porcelain Co, 
Pomona Tile Mfg. Co. 
Ridgeway Tile Co. 

Robertson Mfg. Co. 

Sparta Ceramic Co. 

Stylon Corp. 

Stylon Southern Corp. 
Summitville Tiles, Inc. 
Texeramics, Inc. 

United States Ceramic Tile Co. 
Universal Potteries, Inc. 
Wenczel Tile Co. 

Winburn Tile Mfg. Co. 


TILE COUNCIL OF AMERICA, INC. 


800 Second Avenue, New York 17, N. Y.; 
Room 933, 727 West Seventh St., 

Los Angeles 14, Calif.; 

Room 207, 5738 North Central 
Expressway, Dallas, Texas 
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(Continued from page 53) 


the various areas in which all of us are 
experimenting may hurt a little, but is 
very necessary to remind us of the goal 
that we must find. 

Your last paragraph, in its summation, 
points out clearly the problems we face. 
If we can remember ever the end of 
forming a wonderful environment for 
contemporary man and also that each of 
our efforts is only a very small part of 
a complex total picture, then the fact 
that we have many directions is good; 
because the sensitive molding of the sur- 
roundings we must have can better be 
accomplished with a full palette. The 
restraint we must exercise must come 
from our respect for humanity and for 


our present society. 
MiNORU YAMASAKI 
Birmingham, Mich. 


ae 
Dear Editor: | have read “The New Sen- 
sualism” with a great deal of interest. 

I am, of course, deeply concerned with 
the use of sculpture in a fixed architec- 
tural environment. (The phrase “archi- 
tectural sculpture” has, by this time, 
accumulated limited and tiresome con- 
notations. ) 

From this point of view, it has been 
apparent for some years that the often- 
talked-about “collaboration of the arts,” 
if practised in any traditional sense, is 
totally inadequate. It neither gives sculp- 
ture a proper setting nor (more impor- 
tant) relieves, enriches, or even remotely 
affects the forest of curtain-walled glass- 
and-concrete boxes our cities have be- 
come. The scale is too vast; the back- 
ground material and building techniques 
too changed; the speed and distance 
from which the work is viewed too great. 
Any of the accepted juxtapositions of 
sculpture with architecture become small 
and futile. This is not a particularly 
original observation. But because a prob- 
lem has been repeatedly stated does not 
mean that it has been solved. 

The various trends which you have 
described are exciting, promising, and 
perhaps dangerous, as they could go ter- 
ribly “corny.” But they, or some equiva- 
lent, are inevitable as a means of re- 
introducing some of the intensification 
and enrichment of form and meaning 

(Continued on page 64) 











40) 8 (ole): 


Koh-|-Noor offer 

an important n 

a compreher 
strument 


meticul 


ADAPTO- 
CLUTCH 
LEAD 
HOLDER 


and 


EJECT OMATIC 
LEAD DISPENSER 


Two Koh-!-Noor prod 
ucts desig 

together 

venience. Lea 

slip clutch tak 

of Koh-|-Noor lez 
Dispenser feeds 
without r 


RAPIDOGRAPH 
NON-CLOGGING 
“TECHNICAL” 
FOUNTAIN PEN 


A smoothly performing 1 
ing, lettering and t 
pen tha 

lar ink with equal fa 
A tremendously conver 


time-saving, reliable 


4 


ment. Fully guaranteed 
five precision line widths 


Yi Ww a 
WI), 


FOOE.E FINE #1 FINE #3 BROAD 
FO EXTRA-FINE #2 MEDIUM 





Write for descriptive literature. 


KOH. I-N NOOR 


Bloomsbury 2 UR — 





November 1959 61 





























“Telephone planning 
is just the kind of 
built-in convenience 
home buyers want” 


—SAYS CHARLES V. SIMMS, 
CUSTOM BUILDER OF DAYTON, OHIO 











“You can’t ignore what people want,” 
says builder Charles Simms, of Dayton. 
“People do want telephone-planned 
homes today. 








“Five years ago, pre-wiring a home 
for telephone service was a special fea- 
ture few people expected. Today, they 
ask about it, even insist on it. They 
appreciate the convenience of having 
built-in telephone outlets throughout 
their home—and the common sense of 
having wires concealed inside the walls, 

























































































with only neat outlet plates visible.” 
i} Mr. Simms builds custom homes 
33 ° ° 
, _ ; priced from $18,000 to $40,000 with 
——— i as many as nine telephone outlets in 
i them. They are advertised as “‘Com- 
i ee: . oe 99 7 
Your local Telephone Business Office will gladly help munication Conditioned” homes. 
you with telephone planning for your homes. For i “A builder has to merchandise his | 
details on home telephone installations, see Sweet’s ; product,’ says Mr. Simms, “‘and tele- 
Light Construction File, 8i/Be. For commercial phone planning is good merchandising. 
installations, Sweet’s Architectural File, 32a/Be. : The public wants this feature—and the 
EE telephone company makes it practical 
BELL TELEPHONE SYSTEM ( to offer it, costwise.” | 
OT ae ae Oe — ca 
-¥. The builder and telephone representative Mary Ellen Sears stand before ‘‘The Brookfield”’ 
; ~» —chosen Dayton’s ‘‘Home of the Year’’—in Mr. Simms’ Spring Valley Acres development. 
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Embodying the latest concepts in styling and structure, 
the new Community Savings Bank of Rochester, New York, 
provides attractively modern and efficient quarters for 
banking operations as well as top-quality rental space. 


Air conditioned throughout, the building offers an ideal ASSURE A 


thermal environment under the direction of a Johnson 
Pneumatic Control Center. 


From the Center the engineer operates four central multi- M 0 D F RN CLI MATE 
zone systems that supply conditioned air to 16 individually 

controlled zones. The temperature in each zone is indicated 

at the panel and can be reset, if required, from this central 

point to assure continuous comfort. All equipment can be FOR i UJ S | N 7 Ss 

started and stopped pneumatically from the Center. 

The impressive advantages of centralized pneumatic con- 


trol make it practical for smaller commercial buildings i 
such as this as well as the larger buildings. It makes a with Johnson 


building more profitable to operate . . . simplifies an other- 

wise complex job, cuts fuel and power consumption, pro- Pneumatic 

longs equipment life. It saves an untold amount of time, 

minimizes the supervision required. And it assures a C t 
ontrol 


consistently comfortable climate for business efficiency. 


A nearby Johnson engineer will gladly explain how a 
Johnson Control System with a Pneumatic Control Center 
can be applied to any new or existing building. Johnson 
Service Company, Milwaukee 1, Wis. 105 Branch Offices. 
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Johnson Pneumatic Control Center installed 
in The Community Savings Bank of Rochester, 
N. Y. Architect — William F. Cann. Interior 
Work by — Bank Building & Equipment 
Corporation. General Contractor of Building 
Work — John B. Pike & Son, Inc., 
Rochester, N. Y. Heating & Air Conditioning 
Contractor—E. G. Snyder Co., Rochester, N.Y. 
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(Continued from page 61) 


which, in the past, were supplied by 
architectural ornament and applied art. 
Whether the architect will learn more 
about sculpture—or the sculptor will 
work directly in the planning stage—is 
a question with many answers. Mean- 
while, it is interesting to note that the 
most successful recent examples of sculp- 


ture in conjunction with architecture 


have occurred when the sculptor was 
forced by the sheer scale of his problem 
to put aside the concept of making a 
“piece of sculpture” and had instead to 
work out a sculptural solution to an area 


or wall. 


ROBERT CRONBACH 
Westbury, N. Y. 
e 


Dear Editor: Three cheers for Sylvester! 





Whatiga 


dumb 
Waiter 


... probably the most 
industrious Worker _ 
in multiple-floor 


buildings 5 


a here’s why. ee A dumb waiter lifts i, 
a vertically loads of every description between floors faster 
& and easier than any other method of transportation — just 
% by pushing a button. It reduces work loads, saves valuable 
~ man hours and increases overall efficiency. od 


ey 
“= =” 
ba] a 
0 ee oe ee 


To stand the use and abuse that it 
must, a dumb waiter must be care- 
fully and soundly engineered. Em- 
phasis should be on safety, sturdi- 
ness, heavy duty construction and 
most important — dependability. 

You can protect 
your clients by speci- 
fications that will in- 
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ey 
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sure this dependable service. Let 
Sedgwick study your lifting prob- 
lem, make recommendations, sub- 
mit suggested specifications and 
prepare preliminary sketches of 
hoistway requirements. This is a 
free consultation service based on 
over 65 years of specialized ex- 
perience offered by Sedgwick. 





é Sedgwick MACHINE WORKS 


164 WEST 15TH ST., NEW YORK 11 
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Let’s admit that he has a good point. 

Your treatise on Sensual Architecture 
(which I assume you intended* to be 
“sensuous’”) lists “important” architectu- 
ral works and what you consider to be 
“trends.” Some of the prize examples, 
however, fall outside the class of out- 
standing achievements. Are we to respect 
a trend traveling askew? 

When an architect creates a “dud,” 
let’s acknowledge it, even if he is a big 
name. At least use the soft pedal. No 
architect’s batting average can be a 
thousand. 

After another 20 years and another 20 
million words, architecture may arrive: 
i.e. where the facade disappears; where 
the ornament will be the structure; 
where the plasticity is the space en- 
closed; where proportion is related to 
people; where the senses are tingled 
with where Frank Lloyd 
Wright was 30 years ago! 


BENJAMIN DOMBAR 
Cincinnati, Ohio 


inspiration; 


Dear Editor: In SertemMBer 1959 P/A, 
you offer a fresh commentary on some 
examples of contemporary « "chiteciure 
and dub it a “trend” or “pro-sensualism 
urge,” and call it “The New Sensualism.” 

What makes it “new”? In the article, 
you go back as far as 1941 and Giedion, 
or even ’46 with Niemeyer. I can go back 
to 1930 and Le Corbusier, when I had 
such difficulties of language that his 
“free form” approach could be delivered 
only graphically with an exceptional fa- 
cility of eye and hand. His concept was 
a touch of humanism, despite all his 
geometrics. Have you studied his road 
patterns? 

Nor should with broad 
knowledge of architectural history, for- 
get the Taj Mahal and Hagia Sophia, 
St. Mark’s and the early Renaissance 
Duoma of Brunelleschi, and the sensuous 
delight of Burmese and Chinese temples 


you, your 


and pagodas. 

Since every epoch has developed new 
materials and techniques and new ave- 
nues of form evolve, the “delight” of 
expression to more and more sculptural 
concepts becomes evident. To quote Geof- 
frey Scott, “a combination of plastic 

(Continued on page 68) 


*We accept Webster’s usage of “‘sensualism” when 
related to esthetics: i.e. “Stress on the sensuous 
qualities of an object or on the sensuous as the chief 


Cc. M. 


element of beauty.” 
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| Design possibilities are 
ie) unlimited with 


ROMANY:SPARTAN 








Romany* Spartan unglazed ceramic mosaics in a custom pattern provide 
the exterior wall finish for Orlando’s new Citizens National Bank. 
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e ; 
Ceramic Tile 
. 
n 
oe 
| Bright, matte and crystalline glazes in a tremendous range 
e. 8 5 
‘ of sizes and shapes. Unglazed mosaics in porcelain and natural 
a, ; ; ; 
k clay, plain and textured. All are available in the greatest 
d ; variety of colors and shades you’ve ever seen. Use them alone or in 
. endless combination to produce the precise decorative effect 
d ‘ you wish. And for exterior use, Romany*Spartan tile is certified 
i frost-proof—your assurance of care-free permanence—yet you 
1s 1 pay no premium. For your next job, indoors or out, consider 
is low-cost Romany* Spartan, the designer’s line. Your nearby 
d ; Romany* Spartan sales representative or distributor will be glad 
to work with you—even arrange for design help if you like. 
d Call him—he’s listed in the Yellow Pages. United States Ceramic 
Tile Company, Dept. P-36, Canton 2, Ohio. 
a, 
e 
Is 
2s 
Ww Plate No. 1090 
e- 
of 
al 
f- CITIZENS NATIONAL BANK 
: Orlando, Florida 
Ic Architects 
8) THE EDWIN T. REEDER ASSOCIATES 
Miami, Florida 
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UNITED STATES CERAMIC TILE COMPANY 
THE SPARTA CERAMIC COMPANY 


MEMBERS: TILE COUNCIL OF AMERICA AND THE PRODUCERS’ COUNCIL, INC. 
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So practical... so efficient! A modern truck terminal of 


LACLEDE OPEN WEB STEEL JOIST CONSTRUCTION 


An example of simplicity yet highly efficient construction is the new Lee Truck 
Terminal in St. Louis. 

64’ Laclede open web steel joists span the entire roof width of the long 
structure. These extra-length joists provide 40’ of the interior ceiling width, 
plus a 12’ overhang on each side. 


Erection was simplicity itself: joists were set on supporting beams... stabilized 
with continuous horizontal bridging . . . overlaid with steel roof decking. 


Another unique feature: overhead doors swing out, instead of in...are 
supported by the overhanging joists. 


The Lee Truck Terminal was designed by architects Wedemeyer & Hecker and 
built by Millstone Construction Co., Inc. Consulting engineer was Otto E. 
Heinicke. 


LACLEDE STEEL COMPANY 


SAINT LOUIS, MISSOURI € 





Producers of Steel for Industry and Construction 


Progressive Architecture 








Boston, Chicago, Dallas, Detroit, Miami, New York, Philadelphia, St. Louis, San Francisco, Washington. Knoll International, Ltd., Brisbane, 


Brussels, Caracas, Havana, Helsinki, London, Madrid, Mexico City, Milan, New Delhi, Paris, Stockholm, Stuttgart, Toronto, Zurich. 


The Golden Door Restaurant, New York International Airport Designed by the Knoll Planning Unit. Scott Hyde photograph 


KNOLL ASSOCIATES, INC., KNOLL INTERNATIONAL, LTD., 575 MADISON AVENUE, NEW YORK 22 


May we send you information on the Knoll office furniture collection and international facilities? 
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(Continued from page 64) 


forms has a sensuous value apart from 
anything we may know about them.” 
And again, “In architecture the universal 
term is the sensuous experience of sub- 
stance and form. It may begin as a sen- 
suous perception, but as such it is neces- 
sarily more transient and occasional than 
its remembered significance, and more 
isolated and particular than when fused 








by reflection with the rest of our remem- 
bered life . . . there is, therefore, so to 
say, a literary background to the purely 
sensuous impression made upon us by 
plastic form, and this will be the more 
permanent element in our experience.” 
This in 1914! 

With our new concepts of space enclo- 
sure becoming less academic, dry, and 





Haws Model HWT-13 


from every angle... 


HAWS brilliant new wall mounted electric water 









SQ: 
veae 4/ 
eg wet 


coolers are a clean break with tradition! Compact 
design hugs the wall — leaving floor area clear! Crisp, 
clean styling is crowned by gleaming stainless steel — 
with plumbing and electrical unit completely enclosed. 
HAWS “clears the deck” for uncluttered maintenance 
ease and shining clean floors. This innovation in 

water cooler concept and design scores a clean sweep 
for HAWS -— leader in the field since 1909! Find out 
about HAWS’ complete line of drinking facilities. 
See HAWS Catalog in Sweet’s Architectural 

File or write for your copy today. 


—. HAWS DRINKING FAUCET CO. 


\\ 1441 Fourth Street 
Berkeley 10, California 


WRITE FOR DATA ON HAWS CAFETERIA AND RESTAURANT WATER COOLERS 
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formal, there will no doubt be numerous 
self-conscious efforts to develop more 
sculptured or plastic buildings. We ought 
to recognize this as a result of our free- 
dom from architectural and social con- 
formity; and to a certain degree a search 
for an expression of our new social 
mores, new materials, and new tech- 
niques. 

In addition, the psychologists have in- 
dicated quite often that the sublimation 
of the libido affects the creative process 
in all areas, including the arts. Perhaps 
the examples of free-form structures flow- 
ing from the pencils of our designers are 
nothing but “over-sexed” architecture. 

I close with my opening question—is 
the “New Sensualism” new? 

LEONARD SCHEER 
New York, N. Y. 
. 


Dear Editor: 1 have read your “New 
Sensualism” article—it is good—you al- 
ways write well—but, personally, | would 
not have mixed certain sheep with cer- 
tain goats—and I think you have made 
too large an umbrella encompassed by 
one name. (Egocentrically, I prefer the 
division Robin Boyd made in the Sep- 
tember Harper’s.) 

It seems to me, when I think of it 
more, that the whole business about 
using sculptors as consultants is not very 
good. Yes, you can condemn us for being 
bad artists in 3-dimensional form, this is 
your privilege; but don’t saddle us with 
impractical ideas of having sculptors be- 
come the artists for us—because their 
comprehension of a problem is (and 


should be) entirely different! 
EERO SAARINEN 
Birmingham, Mich. 


Dear Editor: Your survey has a histori- 
cal significance particularly for me, as 
it brought back to memory my greener 
years of a ‘teenager-Futurist idealizing 
Frank Lloyd Wright and Sant’Elia. 

Even then, the dichotomy between 
Architect and Engineer was a retarding 
drag in the progress of Architecture; 
and now the situation is aggravated by 
the developments of technology. 

As a Lone Wolf, perhaps a bit mes- 
merized, I am hardly qualified to com- 
ment on the work of the creative de- 
signers you have presented and nosce te 
ipsum is a most difficult evaluation for a 


man to make of himself. 


(Continued on page 236) 











AU 
EL 





LIMA is the Capital of Peru where native weavings have been traced back as far as 
2,000 B.C., predating ceramics. Lima, “City of Kings,” with a population of 114-million, 
has long been noted for its many examples of fine Spanish architecture. Today, dramati- 


cally contrasting modern buildings tower above the streets trod by “conquistadores” who 
founded Lima in 1535. In a city where quality is a tradition, it is highly complimentary 
to have the OTIS tradition for quality recognized by progressive builders who prominently 


display the slogan “Mas Ascensores OTIS” (More OTIS Elevators) 


AUTOTRONIC® OR ATTENDANT-OPERATED PASSEN 
E* MIL 


ELEVATOR MODERNIZATION & MAINTENAN 
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OTIS 
ELEVATOR 
COMPANY 


Baker® 


industrial trucks 
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Rigid Above-Deck 
Roof Insulation 

gives you these 

i} 3 protective extras 

when you specify ‘ 

“,.-by Celotex!”’ oe | 











You get what you specify “and then some” 
with Celotex rigid above-deck insulation 

. the expected savings in fuel, power, 
and more positive control of temperature 
and humidity . . . plus exclusive extras! 

Three job-proved types: dependable 
“REGULAR,” asphalt-coated ‘“PRESEAL,” 
beveled “CHANNEL-SEAL,” all in a vari- 


CONDENSATION 
CONTROL 


| , Above-deck rigid insulation pro- 
tects against ceiling condensation 
... permits vapor barrier applica- 
tion below insulation . . . guards 





against condensation within deck. 





I STRUCTURAL . 5 Rie OES NE : 
i STABILITY ety of thicknesses*. — oAcsisouomssteoluesy 
i! Plus eee 

1 Insulated from above, the roof ner : 

¥ deck is better protected against e RUGGEDNESS — strong, rigid, crush-resist- 

| sudden or extreme thermal ant ... withstands heavy traffic... no 


worries about punctures or depressions that 
become weak spots under roofing. 


e PERMANENCE -—clean-cut, snug-fitting 
edges ... uniform density and thickness... 
billions of feet in use... backed by over 30 
years of job-proved service. 


CELOTEX _. 


changes. Deck expansion and con- 
traction is minimized. 


IDEAL 
ROOFING BASE 
Smooth, solid base for roofing 


felts. i\deal mopping surface, excel- 
\ lent bond. 
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REG.US PAT. OFF. 


RIGID ABOVE-DECK ROOF INSULATION | 
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ME ; 2 CC 
See 1959 Sweet's Architectural File, Catalog 10a Ce.—Write for Specifications, Samples, Information Manual—The Celotex Corporation, Chicago 3, Illinois, 
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FICE APART 


NINE-TO-FIVE/by COLUMBIA 


These efficient Executive and Secretarial Units are typical of the 
many different arrangements and color combinations possible with 
Columbia Nine-to-F ive components. 
























The speed and pressures of business today leave no efficiency for both executive and general office per- 
| ; room for makeshift furnishings and inefficient work sonnel. Nine-to-Five units are custom-assembled from 
. a large selection of modular components. Each unit is 
stations when profits are at stake. Bes 
. tailored to the user’s requirements of work and com- 
. Nine-to-Five steel office furniture fits beautifully fort. Waste motion is greatly reduced, since each 
| into this scene, providing the ultimate in comfort and unit is planned to fit a particular purpose and person. 


Nine-to-Five can make any office more productive. Write for a catalog and names of dealers near you 


COLUMBIA-HALLOWELL Division SPS «rv 20¥0 45, PA. + SPS WESTERN, SANTA ANA, CAL 


where reliability replaces probability 
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The colorful tiled entrance lobby, illuminated at night, adds to the exterior beauty of the new Hellertown-Lower Saucon Joint High School, Hellertown, Pa. = Walls are 


THE NEW HELLERTOWN HIGH SCHOOL USES!CE 


The cafeteria, with its tiled walls, is easily kept spic-and-span. Facing Wall: SD-1, Even the counter-front on this sparkling snack bar is tile—proof against young 

Spruce Green and 97 Gardenia. Drinking fountain wall and floor: 1%." customers’ scuffs and kicks. In 1%." squares, Mediey Blend of Gray Granite 
quares, Deep Blue. Side Wall: 146" squares, Mediey Blend in Gray Granite, Deep Blue, Yeliow and Red. Inside Wall: 444” squares in 72 Dawn Gray. Wa 
Deep Blue, Yellow and Red. Floor: Murray Quarry Tile. Color Plate 407. Column: SD-1, 33 Nutmeg. Color Plate 408 
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Walls are Scored Tiie*, SU-1 in vertical stripes of 72 Dawn Gray, 58 Vellum, 50 Cream, 32 Tan Gio and 49 Gloss Black. Color Piate 406 


ES|| CERAMIC TILE FOR BEAUTY AS WELL AS DUTY 


t young 1 Splash-proof drinking fountain niche repeats the decorative 
ranite, ba striped treatment of the entrance lobby. Wall: SD-1 in 72 Dawn 
ay. Wal ie: Gray, 58 Vellum, 50 Cream, 32 Tan Glo, 49 Gloss Black. Base: 38 
ay. We Hl , 

Butternut. Fioor: 14s" squares, Slate Textone. Color Plate 409 


In designing this new school, Architects Heyl-Bond-Miller A 


selected American Olean ceramic tile . . . “not only for hard- 


usage areas—in corridors, washrooms and kitchens where 
tile’s durability and utility make it an obvious choice for 
schools—but also for ‘show’ areas where its beauty and ver- 
satility could be exploited to the fullest”. The result: a 
distinctive school interior that is, and always will be, 
fresh, inviting, colorful—and practically maintenance free. 


FOR Tile Contractor: Allentow le & Marble Cc 


CERAMIC TILE 


merican 
lean 


AMERICAN OLEAN TILE COMPANY—EXECUTIVE OFFICES: LANSDALE, PENNSYLVANIA e FACTORIES 
NSDALE, PA., OLEAN, N.Y. e MEMBER: TILE COUNCIL OF AMERICA, PRODUCERS’ COUNCIL 
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DISNEYLAND, CALIFORNIA — JUNE 15th 
e 



















| An S-A SPEEDRAMP Passenger Conveyor carries visitors to the Mono- 

rail station where they board trains of the Disneyland-Alweg Monorail 
System .. . the first daily operating monorail in the United States. 
This SPEEDRAMP installation is a part of the fabulous new attractions 
j visited by millions this summer at Disneyland ‘59. This modern mode 
of transportation was unveiled June 15 to a coast-to-coast TV audi- 


NAVY PIER, CHICAGO — JULY 17th 


j — PR 


' 
ence and also received acclaim in nationwide publicity. 
| 
! 


The press featured the fact that one new way of transportation — 
the St. Lawrence Seaway — became the mode of transportation for 
a second new system of travel — ‘'the moving sidewalk,’ July 17th. 
| It all came about when the Nordlake Line’s S.S. KAARINA steamed 
away from her Navy Pier Dock, bound for Europe with the first 
passenger conveyor belt system destined for overseas installation. The 
SPEEDRAMP Passenger Conveyor will be placed in service at Lausanne, 
Switzerland, in the ultra-modern “‘Innovation’’ Department Store. 








SEE THE “SPEEDWALK"’ MOVIE... 


SA 


| mem CRED RULE HAND L mG, 515 PH 


Write for 
SPEEDWALK 


Conveyor 
| Brochure. 


VPURDWALE ' PASSENGER CONVEYOR 












PmeRCO* BEARINGS & ROD ENO 


74 Progressive Architecture 





—SPEFIWALK 


PASSENGER CONVEYORS 
‘| Continue to make the BIG NEWS in mass transportation 





WRITE FOR FREE SHOWING DATE 





The first successful commercial passenger con- 
veyor or ‘Moving sidewalk’ was put into oper- 
ation several years and some millions of safe 
passenger miles ago. Yet, month after month, 
SPEEDWALK Passenger Conveyor Systems con- 
tinue to make news in the mass transportation 
field. Shown here, are but three typical exam- 


ples of SPEEDWALK Big News events for 1959. 


ATLANTA, GEORGIA — AUGUST 3rd 


gel 





City-size Lenox Square Shopping Center, one of the world’s most 
beautiful, most complete and without question most modern shopping 
centers, opened its doors to the Atlanta, Georgia area public, on 
August 3rd. The million square foot shopping center became the first 
of its kind to offer customers the advantages of a ‘Moving sidewalk." 





SPEEDWALK DIVISION 


STEPHENS-ADAMSON MFG. CO. 


GENERAL OFFICE & MAIN PLANT, 45 RIDGEWAY AVENUE, AURORA, ILLINOIS 
PLANTS LOCATED IN: LOS ANGELES, CALIFORNIA ©@ CLARKSDALE, MISSISSIPPI 


BELLEVILLE, ONTARIO 


SEE THE MONTGOMERY ELEVATOR COMPANY REPRESENTATIVE OR THE 


STEPHENS-ADAMSON REPRESENTATIVE IN YOUR AREA. 

















Flint Medical Arts Building, 2765 Flushing Road, Flint, Michigan 


WHAT THE ARCHITECT CONCEIVES... ALUMINUM ACHIEVES 


ARCHITECT: Brice McMillen, A.I.A. To create an over-all feeling of distinctive quality for this medical building 
facade, the architect chose a standard Kaiser Aluminum facing system with 
ENGINEER: Stuart D. Long gold color finish. 


GENERAL CONTRACTOR: It is an economical choice as well as an aesthetic one. 


Sorensen-Gross Construction Company The facing system components, readily available from Kaiser Aluminum 


distributor stocks, greatly reduce costs for material and labor, and for main- 
ALUMINUM SUB-CONTRACTOR: sittin iti 
Koort's Glass & Paint Company And with their gold-anodized finish, the ribbed aluminum extrusions be- 
tween windows provide distinguished color and texture contrast to the green 
porcelain-enameled flat panels above and below. 


Please turn the page for more information on the architect's use of 
this facing system and other Kaiser Aluminum standard architectural shapes 
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STANDARD ARCHITECTURAL ALUMINUM FACING SYSTEM STANDARD ARCHITECTUR ‘ STAN 
ALUMINUM WINDOW Sil A 
With alternating shallow channels and raised 
flats, these gracefully-designed extruded panels mOn maso 
provide a textured effect of highlights and Kaiser Al 
shadows. In the Flint Medical Arts Building, the tandard ¢ 
facing panels are secured to aluminum furring 12” thick 
members anchored to the masonry backup. and is spec 


, ; damage. 
This versatile facing system is made up of g 


only seven basic interlocking sections plus a 
cap and sill stop and furring zee. 


(A complete description of the system is con- 
tained in a new Kaiser Aluminum brochure. For 
your copy, send coupon on back of next page.) 


For the Flint building, Kaiser Aluminum | ‘ 
A window sills were used with alumit 
windows. They may also be used with w 
or steel windows. 

Although these sills can be used wit 
types of wall systems, they were desiji™ 
for use chiefly with masonry walls, affor 
weathertight, non-staining, maintenance: 
protection over mortar joints. 











CTURE) STANDARD ARCHITECTURAL 
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N SI ALUMINUM COPING 










mOn masonry end walls of the new building, 
Kaiser Aluminum copings were installed. The 






tandard coping system, available for 8” and 
12” thick walls, features a straight drip edge 





and is specially engineered to prevent weather 
damage. 
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ALUMINUM 


enancelie THE BRIGHT STAR OF METALS 
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These seven new brochures offer you complete information on the full line of readily- 
available architectural products! The brochures are designed for architects—and 
organized to give you quick access to the information needed: 





A FULL LINE OF THESE AND OTHER ALUMINUM ARCHITECTURAL EXTRUSIONS IS NOW READILY AVAILABLE 
FROM YOUR LOCAL KAISER ALUMINUM DISTRIBUTOR 


BALTIMORE 

Hill-Chase Co. of Maryland 
CHICAGO 

Korhumel Steel & Aluminum 
CINCINNATI 
Morrison-Drabner 
CLEVELAND 

Osco Steel 

DALLAS 

Delta Metals 

DAYTON 

Alloy Steels 

DENVER 

ABC Metals Corporation 


NEW ARCHITECT’S INFORMATION SERIES 


Complete Technical Literature On Kaiser Aluminum 
Architectural Extrusions 

















DETROIT MARIETTA PITTSBURGH 
Chase Brass & Copper Co.; Hubbell Metals Wm. M. Orr 
Alloy Steels; Osco Steel MEMPHIS PORTLAND 
INDIANAPOLIS Hubbell Metals Eagle Metals 
Hubbel! Metals; a raed 
F. H. Langsenkamp Company Fullerton Metals Eagle Metals 
MILWAUKEE SHREVEPORT 
KANSAS CITY Korhumel Steel & Aluminum Standard Brass 
oe MINNEAPOLIS SPOKANE 
LOS ANGELES Korhumel Stee! & Aluminum Eagle Metals 
Eureka Metals NEW YORK CITY ST. LOUIS 
Reliance Steel & Aluminum A. R. Purdy Co. Hubbell Metals 
LOUISVILLE PHILADELPHIA TAMPA 


Hubbell Metals 














SECTION DRAWINGS and typical detail drawings are included, plus selection tables, 


drawings of accessories, and descriptions. 


INSTALLATION PROCEDURES describe, step-by-step, the complete sequence of 
assembly and installation. 


SUGGESTED SPECIFICATIONS, both long and short form, are included. Send the 
coupon below today for your own set of these helpful free brochures. 


NAME 


ADDRESS 


CITY 





[1 Copings and Gravel Stops 
{including fascia expanders) 


] Window Sills 





Kaiser Aluminum & Chemical Sales, Inc. 
Architect's Service, Dept. BA-22 
1924 Broadway, Oakland 12, California 


Please send me the brochures checked below: 


C) Thresholds 
[) Facing System 


_ OC) Architectural and 
Structural Shapes 


Sec e ecco FF FCC FCF FFF SFC Cee eee eee | 


C1) Handrails 
(including finned tube) 


C] Rod, Bar, Pipe and Tube 














STATE 








Hill-Chase Co., Inc. 














Fullerton Metals 


\=e 


CONSULTATION SERVICE. Kaiser Alumin 
Architectural Representatives are worki 
closely with architects throughout the coun 
to help apply the advantages of aluminum 
architecture. Their service is available witho 
obligation. Please contact the Kaiser Alumin 
sales office listed in your telephone directo 


Kaiser Aluminum & Chemical Sales, Inc., 19 
Broadway, Oakland 12, California. 


Kaiser oe 
ALUMINUM 


See “MAVERICK,” Sunday Evenings, ABC-TV Netwé 
Consult your local TV listing 





Send this coupon today for complete te 
nical information on Kaiser Aluminv 
standard architectural shapes. 
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@ Architects’ Business Expected To Rise 20% in 1960 
® Guggenheim Museum Holds Long-Awaited Opening 
@ Exciting Embassy by Saarinen Opens Under Fire 


@ Timber Is Fireproofed by Pressure-Treating Process 
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ARCHITECTS’ BUSINESS EXPECTED TO RISE 20% IN 1960 


Results of Annual P/A Business Forecast 


A profitable year in architecture is forecast for 1960 by 
results of the Tenth Annual Business Survey of the profes- 
sion conducted by PROGRESSIVE ARCHITECTURE. Tabulations 
of the answers by 800 architects throughout the United 
States, reveal that the dollar volume of work in the average 
office may rise 20°%/,—from $4,307,142 in 1959 to $5,166,798 
in 1960 if the effects of the prolonged steel strike and 
litigation over the Taft-Hartley Act do not cause cancella- 
tion of some new commissions and work in various stages of 
design. The Survey was conducted in early Fall to prepare 
data for reporting now. Pie chart above shows percentage 
distribution by building categories in the average firm. 
Slightly more than half of the business reported is de- 
cidedly “future” construction—51.4°% of the work is in 


preliminary design stage, and 48.6%/, is presently in working- 
Chart (above) and map (page 79): Nicholas Loscalzo 


Table 


drawing stage. There is a great increase in work for 
private clients. In 1960, according to the Survey, 70.1%, 
of work will be for private clients, and 29.9°/, for public 
agencies. In 1959, 51°% of the business was reported in 
the private category, and in 1958 the percentage was 
54.4%. This would seem to indicate the effect of either 
retrenchments on the part of local, state, and Federal 
governments, or the record of the last Congress in holding 
back on many construction bills. 

Compared to the decline in work for public agencies, 
the healthy increase in average dollar volume for the Com- 
merce category—from $794,653 in 1959 to $996,824 in 
1960—indicates that private clients will take up the slack 
caused by less public work next year. 

The continued strength of Education as part of the 


Table 3 
Dollar-Volume Averages and 
% Distribution of Work by 
Types of Buildings in All Regions 
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Average Dollar Volume $ Volume | 
by Regions % of Average Average 
aaa cz. Type Architect's Work Office 
Table 1 oe 
Number of Firms Reporting oe eee ee ps ps 
and | Region olume A ; 
Regional Distribution —-- Education 17.5 903,531 
| Northwest $ 656,000 Health 73 377,441 
Region % of Firms North Central 6,472,357 Industry 75 388,638 
Cooma Great Lakes 3,788,976 Public Use 9.5 489,503 
Be peegn-y = Northeast 7,199,879 Recreation 2.2 113,613 
North Central 11.0 Southeast 2,043,644 co ’ 
iain alias "2 out ¢ palate Religion 3.4 175,738 
mer fae pie ult States 2,998,927 Residential (Multiple) 16.1 831,297 
, Central States 2,761,635 Residential (Single) 3.1 161,928 
Southeast 9.4 Texas 6,566,290 Desi 
Gulf States 42 “s : yaar Urban Design 1.5 75,169 
Cc 1s ; estern Mountain 2,288,769 Miscellaneous 10.5 543,679 
entral States 6.8 California-Nevada 7,851,567 | | 
Texas ; 7.6 National Average $5,166,798 | Total (average 
Western Mountain 5.1 National Median $1,250,000 office, all regions) 100.0 5,166,798 
California-Nevada 14.5 ye x aie * —_—__———— 
— Design for Commerce regains the lead fore- 
Total Returns: 800 100.0 California-Nevada maintains its lead in cast in the 1958 Survey, with a 25.4% in- 
: regional dollar volume, even though the crease over 1959. A steep, 111.9% increase 











Valid returns in P/A’s Survey totalled 800. 
Regional distribution of returns remained 
approximately the same as in past Surveys. 





region expects a 16.3% decline from last 
Survey. Texas reports a fabulous 240.3% 
jump in average volume, bringing it from sec- 
ond lowest in 1959 to third largest in 1960. 


was reported in Multi-Residential, and Single 
Residential rose 76.0%. The greatest de- 
creases were in Industry (35.4%) and Pub- 
lie Use (29.1%). 
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Table 4 
Activity of Architectural Firms 
in Types of Buildings 


Table 5 
Specialization of 
Architectural Firms 




















% of Architects 
Reporting 
| Types of Buildings Current Work 
Commerce 49.0 
Defense 5.0 
Education 46.0 
Health 23.0 
| Industry 21.0 
| Public Use 23.0 | 
| Recreation 15.0 
Religion 38.0 
Residential (Multiple) 29.0 
Residential (Single) 49.0 
Urban Design 3.0 


The distribution of most types of work 
throughout architects’ offices seems to be 
quite healthy, despite the 10.8% of the firms 








% of Firms 

doing only 
Types of Buildings this type 
Commerce 2.4 
Education 2.8 
Health 3 
Industry 8 
Public Use 3 
Religion 1.2 | 
Residential (Multiple) 8 
Residential (Single) 2.2 








| Total Specialists 10.8 





Firms specializing in one class of building 
are 1.9% fewer then in the 1959 forecast. 
This continues a slight decline in specializa- 
tion which has been noted over the years. 





Table 6 
Sizes of Architectural Firms 





% of National | 








Size of Firm by Number Total 
Up to 4 employes 55.4 

4 to 9 employes 22.7 

10 to 19 employes 13.4 
20 to 39 employes 5.0 

| 40 to 100 employes 2.3 
| ever 100 employes 1.2 
100.0 











Size of Firm by $ Volume % of National 





of Work on Boards Total 
Under $1 million 43.4 
$1 million to $10 millions 47.5 
$10 millions to $50 millions 8.0 


| Over $50 millions 1.1 


in Table 5 reporting a tendency towards 
specialization. 











average architect's practice reflects, as it did in 1959, not 
only the local elementary or secondary school, but also 
the continuing and increasing emphasis on the college and 
| university commission. 

1" An interesting development is the strong position that 
i design of Multiple Residential projects takes in the current 
Survey. A whopping increase of 111.9%, is reported! Work 
in this category accounted for $392,257 of the average 
architect's business in the 1959 Survey; in 1960 this dollar 
i | volume will be swelled to $831,297. This situation was 
recently illustrated by the entries in the Multiple Residen- 
tial category of P/A's 1960 Design Awards Program— 
|| 20°, more than last year. 

ar On the decline side, the largest dollar-volume drop is 
registered in the Industry category, down 35.4%, from 1959. 
This is a category which frequently can be greatly swelled 
by the inclusion of one or two gigantic projects, so this 
| decrease may not be actually cause for alarm. The possi- 
bility that such factors as the steel strike may have had 
an effect on this category should also be considered. The 
decline in Public Use buildings by 29.1% reflects the 
| switch in architectural business from the public to the 
private client. 

! California-Nevada maintains its lead in regional dollar 
volume, although architects in those states report a 16.3%, 
decline in average dollar volume from 1959's $9,382,730 
to $7,851,567 projected for 1960. The greatest gain is 
| reported by Texas—$6,566,290 as opposed to the previous 
| period's $1,929,556; a gain of 240.3%. Conceivably, this 
| reflects a number of Texas-size commissions from several 
scattered firms (one firm reported $175,000,000 in business 
for 1960!). Other regions reporting increases are North 
Central (76.5%), Northeast (45.8%), and Great Lakes 
(2.5%). The Northwest keeps its 1959 position as “anchor 
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100.0 








Size of firm by number of employees seems 
to be shifting slightly from the small firm— 
still the backbone of the profession—to the 
“‘small-medium-sized”’ firm. Size of firm by 
dollar volume remains practically the same 
as in the last Survey. 


man", with the smallest dollar volume per average firm. 
The decline in this territory is reported as 30.6%, and the 
Northwest is the only region whose average firm will have 
less than $1,000,000 worth of business in 1960. The shaded 
areas on the map (page 79) report more work, on the 
average, than last year. 

The trend noted in past P/A Business Surveys toward the 
average size office and away from the small, one to four 
man practice, will continue in 1960. The small office still 
accounts for 55.4°/, of firms, but it is interesting to note 
that the four to nine employe office will increase 3.7%, 
and the 10 to 19 man operation will rise 4.0%. In 1960, 
average size office (4-19 men) will account for 36.1% 
of firms. 

The tedious myth of “big” firms handling most of the 
design business in the United States is exposed, as it is 
every year, by the percentage comparisons of work as 
reported in the Survey. Firms doing over $50,000,000 
business in 1960 will represent only 1.19%, of those report- 
ing, and offices with more than 100 employes will account 
for only 1.2% of the total. Both of these, incidentally, 
are only slight declines from the 1959 Survey. 

The number of firms specializing in one particular design 
field shows a slight decline in the 1960 Survey. The areas 
of specialization, however, remain approximately the same; 
with the Education, Commerce, Single Residential, and 
Religion categories as the top four. 

Despite the regions which report less business for 1960, 
and design categories such as Industry and Public Use 
which will be less active, the over-all architectural business 
picture emerges as an active, rising, healthy one. The 
profession can look forward to a profitable year in 1960 if 
miasmas of another recession are not induced by current 
labor troubles in the steel industry. 
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Photo: Ezra Stoller 


Photo: Alexandre Georges 


GUGGENHEIM MUSEUM HOLDS LONG-AWAITED OPENING 


NEW YORK, N. Y.—Crowds of curious New Yorkers are 
streaming into the Solomon R. Guggenheim Museum (pages 
75-77, JULY 1959 P/A) here to see “what it's like on the 


inside." Sensation-seekers are not disappointed, for the 
sight of Klee, Kandinsky, and deKooning marching up (or 
down) Frank Lloyd Wright's ramp ranks among the unique 
architectural experiences of our time. 

According to Harry Frank Guggenheim, "Mr. Wright's 
plan for the display and lighting of paintings was not 


acceptable to the Trustees, but the architect's aim, namely 
that the paintings would appear to be floating in space... 
happily has been achieved." The paintings are mounted 
on metal rods which project from the slanted walls of the 
ramp (above), so that they indeed float in air. 

Lighting was designed by Director James Johnson 
Sweeney and American Lighting Corporation. They were 
successful in creating, together with natural light, a pure, 
cold light appropriate for showing contemporary art. 
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EXPANDING PLASTIC AIRRHOID BOOSTS WOOD RIVER DOME 


All-Welded Steel Structure Built From Top Down 


For its parent company's second 380'-diameter geodesic- 
dome structure to serve as a tank car repair and main- 
tenance plant, Graver Tank and Manufacturing Company 
—division of Union Tank Car Company, Chicago—has suc- 
cessfully erected a 120'-high structure at Wood River, 
Iilinois, from the top down by means of a huge, air-inflated 
expanding pneumatic diaphragm. The diaphragm—or bag 
—is made of |/32"-thick vinyl-coated nylon consisting of 
20 gores, including 10 top gores (approximately 100' long 
and 95' wide) and 10 bottom gores (approximately 100’ 
long and 100' wide). Construction of the dome began by 
welding together 220 hexagonal panels to form the topmost 
section of the structure. Measuring about 175’ across, 
this section was erected on a scaffold 30' high at its 
center. At this diameter, 40 hydraulic jacks were placed 
in a circle beneath the outer overhanging panels. These 


‘First Union Dome was erected at Baton Rouge, La.; see Novemper 1958 P/A. 
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jacks were raised, to relieve the scaffold of the weight 
of the dome, and the scaffolding removed. The bag was 
then attached to the underside of the dome shell, inside 
the circle of jacks. Air was delivered to the bag through 
an underground tunnel to an outlet at the center of the 
floor, so that the bag formed a seal or wall between 
the partial dome and the ground beneath. Both hydraulic 
jacks and guy lines were used to stabilize the dome during 
construction, preventing it from slipping in any direction. 
Supporting from 10 to 25 percent of the dome's weight, 
the jacks were moved outward under the outer row of 
panels with each lifting operation. Guy lines were at- 
tached to 120 points around the dome and anchored to 
10 buried concrete deadmen spaced 36 degrees apart on 
a 306' radius. The bag, itself, was restrained and rein- 
forced by 320 ropes (32 per gore) each 5" diameter. 
These ropes were extended downward around the outside of 
the bag and anchored to two holding rings at ground level 
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and inside the dome at its center. The diaphragm was 
inflated by two blowers, each powered by a 25-hp, 440-v 
motor, Once the bag was filled with air, one blower was 
run continuously and the other used as a standby. The 
blowers were alternated, one being used as the main blower 
one day and changed to auxiliary status the next. Air 
was forced through the tunnel at the rate of 20,000 cu ft 
per min. To maintain the air pressure and elevation of 
the dome at desired levels, a simple manual vent was 
located at the top center of the dome. This vent, operated 
by a pulley-and-cable arrangement, functioned like the 
damper of a furnace—opening when it was desirable to 
permit air to escape, or closing to contain the air. If a 
build-up of pressure caused the dome to be lifted beyond 
the desired elevation, the cable became taut and opened 
the vent, allowing air to escape until the dome settled 
back to the selected level. If air pressure fell below 
the prescribed level, the settling of the dome caused the 
vent to close and contain air until pressure was again 
built up. Air pressure of 1.45 oz per sq in. was required 
to support the dome weight at any desired level, while 
1.60 oz per sq in. of pressure was required to raise the 
dome to a new elevation. Preparatory to a lift, the cable 
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to the vent was slackened by the number of feet needed 
for the lift, thereby closing the vent and containing the 
air until the elevation was attained. Twenty-six lifting 
operations were conducted, averaging approximately 1!/, 
lifts for each of the 18 rows of panels on the completed 
structure. After each lift, additional panels were welded 
to the perimeter of the dome until it was completed to 
its 380' diameter. Guy wires were loosened to allow 
sufficient freedom of dome movement for the lift. The 
shell began to lift when air pressure inside reached 1.60 
oz per sq in., rising at the rate of approximately |" every 
30 seconds. The dome sought a level where the amount 
of air entering the bag from the blower was equal to 
the amount of air escaping from the vent. 

In the final operation, the dome was welded to the foun- 
dation ring. Total surface area of the panels is 154,900 
sq ft; total weight above foundations amounted to 560 
tons. Construction called for only three basic components: 
the hexagonal panels, 6" steel pipe used to interlock 
vertices of adjoining panels, and hemispherical-strut land- 
ing units used to anchor base pipes. With this erection 
method, a significant savings in the rental of cranes and 
cost of operating crews was immediately realized. 
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CURTAIN-WALL RESEARCH DEVELOPS IMPROVED PROGRAM AND SERVICES 


NILES, MICH.—A major building-material producer has em- 
ployed exhaustive research to clear up some of the con- 
fusion about selection of curtain walls and to guide the 
architectural profession and its distributors, toward suitable 
types and requisite conditions for installations. 

Officials of Kawneer Company were aware of the 
somewhat chaotic situation in curtain-wall construction. 
Rumblings of discontent regarding the end product or 
completed structures have been heard from many sources 
over the recent years of curtain-wall evolution. The criti- 
cism was directed at unacceptable final performance and 
at either excessively monotonous or “flat appearances. 
Equally important to Kawneer in making the survey was a 
determination of its own place in the production of curtain 
walls, as it related to design and erection responsibilities 
normally assigned to others. The company also wanted to 
learn how best to provide needed service and accurate 
information to designers, distributors, and contractors. 

The construction market and prevailing conditions were 
examined to find out what architectural firms' experience 
had been with curtain walls and to help find an answer to 
the problems of designing attractive and useful buildings 
that would perform satisfactorily. The purposes of the 
study were: to obtain data which could be incorporated 
in the creative materials needed; to define the market and 
outline sales-training requirements and the type of sales 
tools needed; and to develop a profile of the type of 
representation required. Interviews were conducted in 
widely separate geographical locations among architects, 
owners, contractors, sales agents, and even competitors. 
As a result of the investigation, Kawneer acted to improve 
its services and products, with attention to gasketing and 


weather tightness, as well as appearance. The line was 
broadened to include four categories of products or 
systems filling every requirement from those of small 
specialized buildings to multistory structures. A “recom- 
mended contractor" for wall systems was projected in 
profile and the company's own list of fabricators and 
distributors was examined to see how well it met the 
ideal established. Special courses of training were estab- 
lished for company spokesmen. Also, a qualified group of 
factory representatives was chosen. 

In the training program that followed, Kawneer set up 
separate courses for wall-systems salesmen and wall-systems 
contractors. Among subjects covered were: assistance with 
budget estimates; preparaticn of final estimate; negotiation 
of contracts; indoctrination in products design and adapta- 
tion of the systems, and how each works best under different 
circumstances. Erection problems and how they are best 
solved at lowest possible cost formed an important part 
of the course. Storing, gasketing, finishing, weathering, 
and cleaning were studied and the best methods for each 
were demonstrated. The point was made that these ele- 
ments must be co-ordinated to produce an efficient result. 

According to the company, “the most critical need in 
the business is to provide . . . one-source responsibility 
. . « for the erection and performance of the wall." It 
was believed important to examine this requirement and 
detail the solution so as to avoid serious penalties. 

A manual was developed for the Kawneer program, called 
"A Simple Guide to Wall Systems for Buildings of Every 
Size and Budget." It gives data on moisture control and 
other weather conditions, on controlled assembly and 
erection processes for modern wall systems. 


REYNOLDS BUILDING HAS “DISAPPEARING” SCREEN 


DETROIT, MICH.—The Great Lakes Sales Region Headquar- 
ters of Reynolds Metals Company has opened here, across 
the way from famed Northland Shopping Center. De- 
signed by Minoru Yamasaki & Associates, the building pro- 
vides a glittering showcase of the use of aluminum. 
Dominant feature of the design is the gold-anodized 
aluminum screen which envelops the top two floors of 
the three-floor structure. This screen—conceived by Yama- 
saki, developed by Reynolds, and fabricated and erected 
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by Moynahan Bronze Company—consists of interlacing 
rings of ten-in. diameter which are two in. deep at sight 
line, and 14 in. deep above. It forms a sparkling "adver- 
tisement" from outside, but tends to disappear when 
viewed from inside. As Yamasaki says, ". . . the grill is very 
transparent from within the building as contrasted to the 
opacity of masonry grills." 

Early in 1960, P/A will feature the Reynolds building in 
a critical article discussing metal in architecture. 
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MONTREAL CENTER PLANNED BY PEI 


Will Include Canada’s Biggest Building 


MONTREAL, CANADA—Midway between Mount Royal and 
the St. Lawrence River, in the heart of this city's business 
and transportation district, a major urban-redevelopment 
scheme is on the verge of realization. This is Place Ville- 
Marie, a 7!/2-acre commercial center which will include the 
largest and tallest building in all Canada. 

Two blocks which will connect with Place Ville-Marie via 
underground streets and passageways for pedestrians and 
vehicles contain railroad station, bus terminal, heliport, 
and the city's largest convention hotel. A moving walk 
will run the full length of the three blocks. The entire 
Ville Marie area will have parking for 5000 cars; Place 
Ville-Marie itself will have a 1000-car, attended, parking 
garage beneath the plaza. 

The Place, designed by |. M. Pei & Associates for Webb 
& Knapp (Canada) Ltd., will have four elements: the 40- 




















story, cruciform tower; a long, low bank of shops lining 
the northern edge of the site; a twelve-story commercial 
building; and a generous, landscaped plaza which will oc- 
cupy 60% of the area. The tower and plaza will be ar- 
ranged to draw the eye into McGill College Avenue (for 
which widening is proposed), leading to a view of Mount 
Royal, in the distance. The row of shops will line a 
mall at the side of the tower, according to initial plans. 
But most recent designs put stores at the lower level, 
beneath the plaza. The tower will create approximately 
40 acres of office space for downtown Montreal, one acre 
per floor. Its cruciform shape will provide natural light 
for all workers; no desk will be more than 40 ft from the 
window wall. 

A more detailed examination of Pei's proposals for 
Place Ville-Marie is scheduled for February P/A. 


Lionel Freedman 
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ARCHITECTURAL BULLETINS 


@ South-facing elevations of library and classroom-admin- 
istration buildings for Bronx (N. Y.) campus of Hunter 
College have sun screens of horizontally laid, clay, flue 
tile. Rectangular buildings, designed by Marcel Breuer & 





Associates, achieve harmony with existing Collegiate 
Gothic buildings through use of same materials and colors: 
limestone, natural fieldstone, and golden-tan brick. Wide- 
span, thin-shell, concrete, hyperbolic paraboloids were used 
to roof library, in order to provide open, flexible space 
beneath. Interior drama is achieved by leaving concrete 
shells open to view through aluminum gridwork which sup- 
ports lights. Robert F. Gatje was associate with Breuer, and 
Eduardo Catalano was consultant. Structural engineers were 
Atilio D. Gallo, Buenos Aires, and Farkas & Barron of 
New York. Chief Architect for Board of Education, Arthur 
A. Schiller, was supervisor. 


@ Rumors of possible destruction of Wright's Imperial 
Hotel in Tokyo were allayed by word from Harold Price (of 
Price Tower fame), who returned from Japan with word 
that hotel's management flatly denies any such scheme. 


@ Loggia surrounding glass-walled administration building 
of Philip Morris’ O. Parker McComas Research Center, 
Richmond, Va., recalls traditional architecture of region. 
Building is connected by glassed-in passage to research 
building. Precast-concrete panels forming sun screens are 





set out from wall of research building by concrete fins; 
occur slightly above eye level of workers to provide clear 
view of wooded site. Architect Ulrich Franzen, New York, 
states that future plans include twin of research building 
on other side of administration unit. Lower level of latter 
building contains employe cafeteria that looks out on 
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dining court. Engineer was H. J. Ferguson Company, Inc., 
Cleveland. 


@ Five universities are participating in financial aid pro- 
gram for architectural students and schools of architecture 
provided by Allied Chemical's Barrett Division, according 
to division president H. Dorn Stewart. Plan provides annual 
sum of $1000 to each university, $650 to be given to one 
or more students at discretion of school's scholarship 
committee, and $350 to be used in any phase of school's 
architectural program. 


@ Latest in Alcoa's "Forecast" collection of inventive de- 
signs using aluminum is this "view box" designed by Califor- 





nian John Matthias. Introduced at San Francisco Home 
Show, structure is assembled from structural-aluminum chan- 
nels, slide-in joints, and panels of aluminum or other mate- 
rials. It can be erected and dismantled easily; and moved 
around at will, “like a tent." Possible uses: garden, play, or 
guest house; beach cottage; tea house for restaurant; lodge; 
etc. Structure sits on stilts adjustable to six-ft variations in 
height — thus may be set level on a slope. 


@ Association of New York and New Jersey architects and 
engineers was responsible, with Navy technicians, for design 
of world’s largest radio telescope, now under construction 
near Sugar Grove, W. Va. Designers are Grad, Urbahn & 
Seelye, comprising firms of Frank Grad & Sons, Newark, 
N.J., architects-engineers; Urbahn, Brayton & Barrows, New 
York architects; and Seelye, Stevenson, Value & Knecht, 
New York consulting engineers. Radio telescope will have 
saucer-shaped antenna 600 ft in diameter (largest now in 
operation is 250-ft radio telescope in England; Soviets are 
reportedly constructing a 350-ft radio telescope). Tele- 
scope theoretically will be able to reach into space 38 bil- 
lion light years, conceivably exceeding size of the universe. 

















This is 19 times greater than the range of the 200-in. optical 
telescope atop Mount Palomar, Calif. 


@ Latest proposal for New York's Lincoln Center for Perform- 
ing Arts is park for outdoor performances, to be named after 
famed Damrosch music family. Park, which will be adjacent to 
Metropolitan Opera and Theater for Dance, will have band- 
shell, is being designed by Eggers & Higgins, New York. 


@ Entire north wall of University of Nevada Library, Reno, 
can be unbolted in future to allow for expansion. Ends of 
folded-plate, concrete roof will be sheathed in silver mosaic. 
Roof will span 90 ft with 25-ft cantilever at each end, creat- 
ing great room on top floor. South wall's limestone screen 
and brick end walls echo materials of other campus buildings. 
Working drawings are being completed this month by 
Robert E. Alexander & Associates, Los Angeles. Resident 
Reno Architects are Vhay Associates. 


@ Deadline for entry in 1959 "Design in Hardwoods" Awards 
is Dec. |. Inquire: Fine Hardwoods Assn., Room 1730, 666 
Lakeshore Dr., Chicago II, Ill.... Apply for 1959-60 Rome 
Prize Fellowships by Dec. 31. Address: Miss Mary T. Williams, 
American Academy in Rome, 101 Park Ave., New York 17. 


@ Conrad Hilton continues to emulate the famous paint 
in his attempt to "cover the earth." Skidmore, Owings & 
Merrill are authors of the latest: Porland (Ore.) Hilton. 
Hotel tower will rise 21 stories from 4-story base which 
will include public areas and large landscaped plaza. 
Building, to be Oregon's biggest, will have rooftop dining 
room seating 200. 
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CHARLES COLBERT (Colbert & Lowrey, New Orleans), 
speaking on motel design at New York's Architectural 
League: "When | started tending from school design to 
motel design, my wife consoled me, saying, ‘That's OK, 
darling, in schools they just educate them; in motels, they 
make them.'" .... EARL W. HAMPTON is new Deputy 
Chief, Architecture & Engineering, of California, accord- 
ing to State Architect ANSON BOYD. He will be aided 
by ARTHUR F. DUDMAN, in charge of design and plan- 
ning in north, and TOM MERET, in charge of design and 
planning in south . . . . LO-Y/ CHAN, San Antonio, re- 
ceived Harvard's Appleton Fellowship in Architecture for 
1959-60; he will use it for travel and study in Japan and 
other points in Orient . . . . CRAIG ELLWOOD, Los 
Angeles, will conduct advanced design problem at Yale 
for six weeks beginning Nov. 9... . Graffito covering wall 
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of main dining room at Quincy House, Harvard, was com- 
pleted in one day by COSTANTINO NIVOLA aided by 
son, PETER. Hall also contains large wall sculpture by 
Nivola .... WILLIAM GILLETT, vice-president, Fenestra, 
Inc., and RICHARD H. TATLOW Ill, president, Abbott, 
Merkt & Company, have been reappointed chairman and 
vice-chairman, respectively, of Building Research Advi- 
sory Board . . . . Former Federal Highway Administrator 
JOHN A. VOLPE's nomination for president of Associated 
General Contractors was approved by association's gov- 
erning and advisory boards . . . California Council of AIA 
presented its Distinguished Service Citation to Santa Clara 
Architect L. F. RICHARDS, Sunset Publisher LAURENCE 
W. LANE, and Arts & Architecture Editor and Publisher 
JOHN D. ENTENZA, during its recent Honolulu convention 
. . + « Mackinac Bridge, Mich., designed by DR. D. B. 
STEINMAN, won top award in annual competition for 
good bridge design conducted by American Institute of 
Steel Construction... . BERNARD BERENSON, renowned 
expert on art of Italian Renaissance, died at his villa 
near Florence, Oct. 6... . JOHN E. DINWIDDIE, dean 
of Tulane University's school of architecture, died Oct. 
11, after a short illness .. . . JOHN MEAD HOWELLS, 
designer with Raymond Hood of Chicago's Tribune Tower 
and New York's Daily News Building, died Sept. 22. He 


was author of several books on history of architecture. 


November 1959 89 























p/a news report 























EXCITING EMBASSY BY SAARINEN OPENS UNDER FIRE 


Gracious Court Is Building’s Heart 


OSLO, NORWAY—Eero Saarinen's U. S. Embassy Building for 
Oslo—which, with his London Embassy, was the target of 
vicious attacks by Rep. Wayne L. Hays, Chairman of House 
Subcommittee on State Department Organization and For- 
eign Operations—has opened, and the results proclaim the 
irresponsibility of the Congressman's statements. (Hays 
had threatened to withhold all funds from the Foreign 
Buildings Office of State Department if FBO's "pet archi- 
tect," Saarinen, ever got another job.) 

According to Saarinen, the Oslo Embassy was conceived 
"as a triangular Renaissance palace, with rooms surrounding 
a court." The shape of the building was dictated by the 
fact that it is on a lot bounded on three sides by streets 
(acrosspage, top). Located across from the Royal Palace, 
the Embassy meets the scale of old buildings on the 
Drammansviein, one of Oslo's major streets. 






A new Norwegian industry was started for the production 
of the precast elements which form the fagade of the Em- 
bassy. The Saarinen office created a precast unit with an 
integral surface consisting of about 90%, Norwegian Em- 
erald Pearl Granite, polished. Saarinen states that the 
granite has a lustrous, dark-green color which provides "a 
changing sheen and a vitality which are uncommon in pre- 
cast walls." The passerby is treated to a surface changing 
between mat and shiny, dark and light surfaces. 

Because of the long, cold, dark months in Norway, the 
great reception court of the building (acrosspage, bottom) 
is enclosed and skylighted. A feeling of inviting warmth 
was achieved through use of warm-hued and textured mate- 
rials: vertical fins of teak rising the height of the court; a 
beige, Roman travertine floor; and an elegantly simple 
brick grill on the walls facing the teak screens. Warm light- 
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ing in the court adds to the feeling of hospitality. The 
court's diamond shape reflects the triangular plan of the 
building. A pool in the center was to have a 15-ft-high 
sculpture to emphasize the volume of the space. Saarinen 
still hopes this can be added. 

At either end of the Drammansviein fagade of the Em- 
bassy are entrances to serve major functions: the U.S. Infor- 
mation Service and the consular section. Administrative and 
consular activities take place on the ground floor; the USIS 
Library is on the second floor. When lighted, it is an invita- 
tion to enter and use its services. The third floor is planned 
for the economic and military sections, and the top floor 
holds the Ambassador's quarters, political section, and 
security departments. 

Associate architects were Engh, Quam & Kiaer. John 
Engh and Henrik Kiaer supervised construction. 
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In the new Santa Ana Public Inbrary, a 


UNIQUE 11-ZONE LANDMARK’ 
NEW-TYPE, PRECISION 





Santa Ana Public Library, Santa Ana, California 
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45,000 sq. ft. floor space, book capacity 250,000 volumes 


Harold Gimeno, A.I.A. 
Lee Fabian 
Al Visioni 


Francis Keally & 
Harold S. Patterson, 
Associated Architects 





Architect 
Project Architect 


Project Engineer 
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COMFORT SYSTEM PROVIDES 
HEATING AND AIR CONDITIONING 


Wide flexibility of the new Landmark system offers 
practical and economical ways to bring perfect 
year-round comfort to all rooms, under all conditions 


eer 














At minimum installation cost (and space), the new Santa Ana Public Library is 
getting a unique 11-zone Landmark comfort system that’s highly efficient, draft- 
free, super-quiet, and extremely flexible. It provides—and maintains —perfect 
heating and cooling throughout the building despite varying solar heat gains, 
constant temperature changes caused by large groups of people assembled in 
concentrated areas. All eleven zones of the Landmark system are controlled by a 
central time clock. Each zone has its individual automatic heating-cooling ther- 
mostat with a selector switch to turn each zone ‘“‘on” and “off.” 

For complete facts on the new Landmark —and how its flexibility may solve 
many of your heating-cooling problems — call your local Lennox Comfort Craftsman. 
Or write Lennox Industries Inc., Commercial Division, Des Moines 5, Iowa. 


Patents Pending 
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Ct ia aE 
2nd floor—three zones 

Three Landmarks cover 10,000 sq. ft.— 
reading rooms, offices, club rooms 





; . ist floor—six zones 
a ; Eight Landmarks cover 21,000 sa. ft.— 
el ier We main reading room, children's library, 
lecture room, smoking lounge 


— Basement—two zones 


Re se : Two Landmarks (heating only) cover 
Ee ‘ : ; 14,000 sq. ft.—storage 


LANDMARK :,, LENNOX 


«.. world leader in indoor comfort 
for homes, business, schools 














© 1959 Lennox Industries Inc., founded 1895; Marshalltown and Des Moines, la.; Syracuse, N.Y.; Columbus, 0.; Decatur, Ga.; Ft. Worth; Los Angeles; Salt Lake City. In Canada: Toronto, Montreal, Calgary, Vancouver, Winnipeg. 
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CONSTRUCTION REFLECTS ECONOMIC ATTITUDES OF ADMINISTRATION 


by Frederick Gutheim 


If the steel strike were not sufficient excuse for some reflec- 
tions on the national economy, the continued relatively low 
production of schools, hospitals, and even housing in these 
prosperous days would justify such thoughts. Nor are the 
two questions altogether unrelated: as this column will sug- 
gest. Recent hearings before Joint Committee on the 
Economic Report, a body which has become the closest 
thing to an economic-planning agency that Congress has 
developed, indicate that more will be heard on this subject 
when the legislative branch returns in January. That Com- 
mittee has explored the extent to which the interest-rate 
ceiling of 41/,°%/, now imposed by Congress on Treasury- 
bond issues is affecting capital outlay for schools, hospitals, 
and other public-building types. Others in Congress have 
made clear their concern with a related question: the dis- 
proportionately high share of the total Federal, state, and 
local budget that is represented by highways to the dis- 
advantage of other types of public construction. 

These questions are not unrelated to the inflation issue 
which President Eisenhower made the basis for his impres- 
sive defense of the Federal budget earlier this year. The 
long and complicated struggle on the housing program 
revealed this as the central question in the mind of the 
White House—where institutional thinking is done by the 
President's Council of Economic Advisers. It has been the 
opinion of this influential body that building output was 


already so high that any increase in appropriations or lend- 
ing would lead not to additional building, but merely to 
higher prices. This question simply raises others: by what 
means, and how rapidly building output can be increased. 
At bottom, we are dealing with investment trends, especial- 

ly as these are influenced by monetary and fiscal policy. 
The investment needs of schools, hospitals, and urban 
renewal must compete with the attractions offered by new 
and rapidly developing industries which are characterized 
by high profits. More recently, it has been pointed out that 
high profits also characterize other industries with market 
power, like the steel and automobile industries. Into these 
industries has gone much of our recent investment. Has this 
been necessary to increase production? Are these the essen- 
tial activities for our economy? These are the questions of 
public policy to which the Joint Committee has been 
attracted. Economists testifying before the Committee have 
pointed out that by no means all of the large postwar 
plant- and equipment-expansion programs are investments 
in greater productivity. Nor are they needed for reasons of 
technological progress (that form of accelerated obsoles- 
cence which some industries are calling “creative destruc- 
tion"). Such investment has, for example, financed the recent 
reduction in the new design cycle for automobiles, from 
four years to two—a dubious contribution to productivity. 
(Continued on page 96) 
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LEADER IN LOUVRED CEILINGS 
ALUMINUM 


SC MINI-CELL® LOUVRED CEILINGS 









e with 4%” x 4%” x %” cells 


* exclusive CEL-LOK® 
PROCESS 


A NEW CONCEPT —~” 
IN LOUVRED CEILINGS 
Now available — Alumi- 
num Louvres with 12” 
x %”x 2" cells. Neo-Ray 
MINI-CELL louvres now 


e New CEL-LOK PROCESS for locking louvre blades 
at each intersection... guaranteed prefabri- 
cated alignment, dimensional stability. 


e Visual comfort... high efficiency with Neo- 
Ray MINI-CELL louvres in Baked White Enamel 
make possible overall ... Of Ripple-Tex for very low brightness. 
luminous ceilings in 2’ e Easy-to-install inverted Tee-bar grid systems 
... louvres simply lay into position. 


x 4’ or 3’ x 3’ modular x jdeai for ceilings, skylites, air diffusers... 


grid systems (or to many, many applications. 
, Special sizes to 48” x 48” and larger. 
sificati . a - 
ee cat “te a the e Available Neo-Matte Alumilite or other finishes 
ollowing advantages. 


on request. 
Send for following literature: ... New Product Bulletin N-58 (Mini-Cell). 
..- Sweet's Architectural File for 1959 
..» Louvred Ceiling Catalog No. 544 


NEO-RAY PRODUCTS, INC. 
319 East 22nd St. » New York 10, N. Y. 
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“BUILT-IN” FIRE PROTECTION 


Flamort Fire Retardant 
FOR WOOD AND CELLULOSE BUILDING MATERIALS 


Be sure of positive, permanent fire protection on new 
construction or in existing buildings with Flamort 
“WC” Fire Retardant! 

Listed by Underwriters’ Laboratories, Inc. Approved 
by State and City Fire Marshals. Complies with Fed- 
eral Specifications SS-A-118b and Uniform Building 
Code 1958, Sec. 4203, Table 42A, Class II. 

FAST, EASY APPLICATION—Can be applied on the 
job or at the mill by simple immersion or spraying. 
Non-toxic, odorless. 

COLORLESS—Does not change color or appearance of 
wood, plywood, cellulose board, acoustical board, or 
paper. Positive fire protection for split bamboo and 
matchstick curtains. Does not affect heat or sound in- 
sulating qualities of any material. Surfaces treated with 
Flamort “WC” can be varnished, lacquered or painted. 
LOW COST—Packaged in dry concentrate form, cuts 
shipping costs. Nothing to add but plain water. 

For complete information and specifications on Fla- 
mort “WC” and other Flamort Fireproofing Products, 
write today! 

Distributor Inquiries Invited 


FLAMORT CHEMICAL COMPANY 


Mfrs. of Fireproofing Chemicals 
746 NATOMA STREET 
SAN FRANCISCO 3, CALIF. 
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Compact central power control—with Vacu-Break protection 


BullDog Vacu-Break® Power Panels provide the efficient, 
VACU-BREAK HEAD economical way to centralize lighting and power distribution. 
One compact panel controls a host of lights and motors... 

CLAMPMATIC SPRING 2 ee gt 
saves space ... provides real circuit flexibility. 
G ; ; , 
ee BullDog Power Panels are prefabricated . . . switch units are 
CENTER INSULATING BARRIER quick-make, quick-break, standardized and interchangeable. 
Units are available from 30 to 600 amperes. It is simplicity 


STATIONARY LOAD SIDE JAW ; a et ; 
- itself to convert the panels when circuit requirements change. 


——— 
ico 


STATIONARY LINE SIDE JAW " : 
Exclusive Vacu-Break control snuffs arcs quickly . . . Clamp- 


matic® action assures bolt-tight switching connections— 
- : " ; 

VACU-BREAK CONTROL snuffs arcs im- longer equipment life. For safety’s sake—and superior per- 
mediately when breaking circuits under load. formance—specify BullDog Vacu-Break Power Panels. 
The enclosed head limits the oxygen available 
during the brief arcing period. Closeness of 
the head material causes the arc to cool and pores 
extinguish quickly. ‘‘Double-break’’ action \f) BULLDOG ELECTRIC PRODUCTS DIVISION 
reduces the distance the Vacu-Break head } ae I-T-E CIRCUIT BREAKER COMPANY 

® 


must travel before the arc is extinguished. In BOX 177 ¢ DETROIT 32, MICHIGAN 
addition, Clampmatic action assures bolt-tight 


contacts, accelerates breaks. In Canada: 80 Clayson Rd., Toronto 15, Ont. Export Division: 13 East 40th St., New York 16, N.Y, 
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(Continued from page 94) 
The command of investment capital rather than real eco- 
nomic need has been suggested as the factor supporting 
such management practices. Perhaps the question to con- 
sider is whether retained corporate earnings are responsible 
for corporative-investment outlays which reflect neither 
strong expansionary forces in the economy, nor a demand 
for increased productive capacity. 

The distortion in investment, by over-concentration in 
certain industries to the disadvantage of the public sector 
of the economy, has been accentuated by the artificial ceil- 
ing on Treasury-bond interest rates. This affects not only 
primary-building activities, but also the construction indus- 
try itself. To quote Prof. John R. Meyer of Harvard Uni- 
versity, one of the most far-seeing witnesses before the 
Joint Committee, "A stringent monetary policy may have 
a lagged influence because of the eventual backing up of 
reduced activity, induced by tight money, in other sectors 
of the economy. For example, if—as seems highly probable 
—the main effect of tight money is to reduce housing 
starts, public investments, and small-business investments; 
then the large-steel, consumer-durable, lumber, and build- 
ing-equipment corporations serving the housing, public- 
construction and other interest-sensitive or affected sectors, 
will eventually have a reduction in their own sales and an 
accompanying reduction in their profits which will even- 
tually retard their investment outlays." 

The importance of these questions, of course, is that we 
now live in a time when a substantial degree of manage- 
ment of the economy is being practiced. This is neither 
extensive nor absolute in its control of economic stability; 
although it is sufficient to prevent any depression worse 
than, let us say, those of 1949, 1953, or 1957. As we learn 
more about the effect of public policies—what policies to 
apply, when to apply them, and how long they require to 
take effect—still greater stability should be possible with- 
out such corresponding interference with a free economy 
as would accompany price controls and other gross devices 
of a managed economy. Considering how central these 
questions are to the building industry, and how fundamen- 
tally the building activity must be expanded to meet the 
needs of a growing nation; the relative lack of industry 
organization, articulation, and leadership in Washington 
compels attention. It is a curious contrast to the intensive 
lobbying activity on direct-construction programs. 

The frantic attempts of Congress to patch up the finan- 
cial structure of the Federal interstate highway program 
by increasing the gas tax was a spectacle largely concealed 
in the scramble to adjourn. The debate was marked by 
some significant expressions of doubt that this program, 
much of whose need originates in metropolitan areas, and 
whose cost (if not also mileage) is concentrated there, is the 
high-priority public need and the unmixed urban blessing 
it has been represented. More and more legislators are 
aware that the absolute fiscal limits of states and local- 
ities allow them to participate in the highway program— 
even when nine Federal dollars match but one local dollar 
—only by sacrificing other compelling local-government 
needs. A searching second look at this program is cer- 
tainly in the cards next year. 
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A continuing series of outstanding churches, schools, office buildings, hospitals and industrial structures using NORTON DOOR CLOSERS. 





DESIGNED FOR HARMONY, EQUIPPED FOR SERVICE 


New Michigan Church Uses Norton Closers Throughout 


Skillful handling of lines and shapes has given the 
Napier Parkview Baptist Church of Benton Harbor, 
Michigan, a simple dignity and beauty that are unique 





Complete Norton Line Meets 
Every Door Closer Need 
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NORTON INADOR: For gay 7" 
streamlined modern de- / iw ; 
sign; available with (A) of 
regular arm and(B) holder // 
arm...4 sizes to meet all /.// / (A) 


standard requirements. y | 


in a church building. Equal skill was shown in selecting 
equipment to insure the ultimate in long-lived efficiency, 





with a minimum of upkeep. 

In door closers, this requirement was satisfied by 
specifying “‘Norton on all doors,” a choice dictated by 
Norton’s proved record of fine craftsmanship, depend- 























ability and low maintenance. There’s a Norton for ) 
- = 6©NORTON 750: New corner design 
every door-closer need. Write today for the current with concealed arms, for all types 
: ’ of doors, particularly narrow-rail 
catalog if you don’t already have one. doors. 
NORTON 7: 
\. SURFACE- ‘ 
TYPE: For all ae) 
® installations NORTON 703-N 
DOOR whereconceal- Compact surface- 
CLOSERS mentis notes- mounted type... 
sential. 1% inch projection. 
Dept. PA-119, Berrien Springs, Michigan 
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4 CONDUIT AND EMT. | 
Pal | b 
. . 
battle corrosion...last longer i 
b 
Specify Yoloy (nickel-copper low alloy) steel conduit 
to handle applications where greater strength, 
corrosion-resistance, and weldability are required. 
Yoloy Conduit should be specified for elec- | 
trical installations where corrosion is expected j 
to be more severe than normal. Research 
has proved Yoloy resists corrosion 4 times 
longer than carbon steel in marine and in- 
dustrial atmospheres. 
Yoloy steels have proved highly resistant to 
corrosion in oil fields, coal mines, railroad cars, 
motor trucks and highway construction equip- 
ment for over a quarter-century. Long-time 
tests and actual installations have proved that 
Yoloy pipe lowers costs when used for salt 
water lines, oil wells, industrial installations 
and corrosive soils. 
Corrosion studies conducted for 14 years in 
13 different soils show that Yoloy has 19% aes 
less pitting and 36% less weight loss than FO 
carbon steel—and 10% less pitting and 23% Yo 
less weight loss pris wrought iron. This AR 
proved corrosion resistance greatly lengthens sut 
the life of coatings— galvanized or enameled — offe 
on Yoloy Conduit. pre 
Check with your Youngstown Representa- in j 
tive and get the complete story on how Yoloy anc 
Conduit and E.M.T. can easily meet your inte 
most exacting job specifications. pro 
The Youngstown Sheet and Tube Company, Ma 
Youngstown, O. Carbon, Alloy and Yoloy Steel. 
sesscdaseiatl wo 
Yoloy Conduit and E.M.T. ARC 







Atmospheric corro- 
sion tests held off the 
coast of New Jersey ® 
revealed Yoloy steel 
will last four times 


longer than open- YOLOY STEEL : 
hearth iron. 
Youngstown SCKCCCRRR Reece eeeeeeeeeeeeeeeeeeees PEPE EEE EO SOUSSSSESECCU CCI CCCCCCCCT CCT OCCT C eee TT eee eee eee eee 

Expected life increase 
of Yoloy steel over car- CARBON STEEL PIPE 
bon and wrought iron ' 

WROUGHT IRON PIPE 

YOLOY PIPE 





















in corrosive soils. Stud- 
ies were conducted 
over a 14-year period 
in 13 different soils. 
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USE THIS POST- FREE CARD 
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Exclusively for: Architects, Engineers, Designers and Draftsmen 


NEW SUBSCRIPTION ORDER: Please send me the new PORTFOLIO OF 
SELECTED ARCHITECTURAL DETAILS and enter my subscription to 
PROGRESSIVE ARCHITECTURE for: 


[-] One year $5. or Three years $10. [7 (saves $5.) 


Your copy of the new SELECTED 
ARCHITECTURAL DETAILS with your 
subscription to P/A, the magazine 
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PERMIT NO. 1538 
NEW YORK, N.Y. 


to obtain information about the 
New Products announced monthly ; 
up-to-date technical Bulletins, 
Catalogs, and Brochures offered by 
manufacturers; and full informa- 
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TIMBER |S FIREPROOFED BY PRESSURE-TREATING PROCESS 


Treated Wood Retains Strength After Fire 


NEW YORK, N. Y.—Recent changes in building codes here 
—codes which frequently influence those in other cities— 
have allowed the construction of Class 5 commercial build- 
ings (one-story with maximum 15,000 sq ft floor space) 
with wood framing if the timbers are ''fireproofed." 

The process which has made possible use of treated wood 
as structure of these buildings consists of "vacuum-pressure 
impregnation with a special combination of fire retardant 
ammonium and boron salts complying with Federal Specifi- 
cations for fire retardants (Type 2)."" In the process, wood 
is introduced into a horizontal steel cylinder six ft in diam- 
eter by 75 ft long (below). A vacuum is created in the 
cylinder to de-aerate the wood. The cylinder is then filled 
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with the heated treating solution; pumping with additional 
solution builds pressure to 50 to 250 psi, depending on the 
hardness of the wood being treated. The length of time the 
wood is kept under treatment also depends on its species. 
The average time is from 12 to 14 hours. When treatment 
is complete, timber is air-seasoned on sticks in the yard 
before shipment. Treated wood reportedly will not support 
combustion, and retains its bearing strength through fires 
of 1300 F and over. 

The building whose framing is shown here was constructed 
in New York, and cladded with aluminum sheathing from 
the Aluminum Company of America. 


Cross, Austin Lumber Treating Corporation i00 
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p/a news report: products 
Open-Web Structurals Have High Capacity L 
New line of open-web floor and roof framing members has ® 
high load-carrying capacity per pound of steel. Guaranteed a 
minimum yield strength of 47,000 psi permits design stress " 
25 percent higher-than-conventional open-web structural i 
framing, with minimum safety factor 12 percent greater. ie 
| "Allspan" line, available for spans to 120 ft, is designed 7 
| to one specification, offering for the first time short, inter- st 
| mediate, and long span framing members which can be fl 
R chosen from a single table of allowable loads. in 
ai} Macomber Inc. 101 m 
H |i Flexibility Marks Executive Furniture ce 
| Group Nine, new line of executive-office furniture—desks, or 
| tables, cabinets, of walnut with a natural-oil finish, and pr 
/ 102 |) chairs—was planned for warmth of appearance, comfort, Cc 
| \| and flexibility in individual arrangements. Wide choice of 
| single- and double-pedestal desks and conference tables y 
: | (four top sizes range from 60" to 90"), executive cabinets, ' : 
and side units is offered. For design variation, desk anc i 
|! table tops may also be surfaced with plastic laminates, bs 
| leather, or vinyl fabric; knee space or side panels may be ; 
11 in matching leather or vinyl. Other special design features be 
| are the desk's recessed, cube-shaped drawer cases; turned 7 
| | wooden legs (or a solid-aluminum leg base) on large, ad- : 
) | justable, aluminum glides; all drawer bottoms faced with a 
| | 103 white plastic; drawer pulls of black cast-aluminum on an a 
. ~— elliptical aluminum shield (or shaped walnut pull). 
| | Jens Risom Design, Inc. 102 i 
1 | Unit Integrates Patient Services M 
i} 4 Hospital-bedroom console unit integrates ten different (sit 
| services normally installed separately. Contained in one st 
| package are a general illumination unit, shielded reading ap 
light, color-corrected examination light, night lights, con- Ie 
venience outlets, provision for audio-visual nurse call sys- — 
tem, oxygen and vacuum systems, television lead-ins, phone and 
1 il outlets, and accessory intravenous apparatus support arm. to | 
aa tae Already pre-wired, "“Centron-10" co-ordinates all functions — 
i | : in one centralized location, permits "feed thru" of all pa 
| ; * plumbing and electrical services for four beds into two rt 
! adjoining rooms. Labor costs for installation claim $32.50 -_ 
per bed saving over ordinary separate facilities. - 
| | Sunbeam Lighting Company 103 
| Steel Furniture Has Design Advantages Ce 
The Doric line of office furniture, desks and auxiliary stor- desi 
: age units, is notable for design simplicity. Variety of mate- Fibe 
rials, colors, and surfaces in modular components offers a. 
flexibility in planning office interiors. Double and single i 
, pedestal desks have standard tops of steel core and plastic as 
| | laminate finish in a range of sizes; marble or wood tops and 
ii | 105 may be specified. Standard Doric colors are black, cordo- Gre 
ti | van, blue, and sandstone—though custom colors on orders 
Hi of 10 or more units are available. Standard stainless-steel Stor. 
| frames and chrome hardware are brushed finish. furni 
| Corry Jamestown Corporation 104 Denr 
| Plastic Insert Closes Door Quietly 31, 
] Silent door latches are achieved by using sound-absorbing mate 
| materials in mortise cylinder locksets. Metal-to-metal sounds tion 
are minimized by special Phenolic plastic insert in the latch flexi 
bolt. Suggested uses for hardware are radio and TV studios, stand 
hospitals, and offices. an 
P. & F. Corbin Division 105 oya 

















Ribbon Metal Tubing Is Inflatable 

Light-wall seamless-metal tubing that can be shipped in 
ribbon form and inflated at the point of use offers several 
major advantages. Cold-rolling process used to make 
"Strubing" provides an economical means of producing 
thin-wall tubing in thicknesses previously either unavailable 
or prohibitive. Shipping of coil lengths is economical and 
installation is simple—ribbon for heating ductwork, for in- 
stance, could be strung through an entire house, then in- 
flated in place. Other potential construction uses include 
inner liners for pipe or tank (particularly in repair opera- 
tions of sewer and water mains), downspouts, and electrical 
conduit. Inflation can be by hydraulic pressure, air pressure, 
or mechanical means, with wall thickness determining the 
pressure required, 

Calumet & Hecla, Inc. 106 


Lighting Fixtures Plug In Like Appliances 

Unique lighting fixtures plug into branch circuit like elec- 
tric appliances, needing no permanently-wired connection 
between fixture and branch circuit. Result is unusual flexi- 
bility—fixtures can be removed, replaced, or respaced 
without tools. Light, rigid "Uni-Race," made of telescoping 
sections screwed together, is bolted to bar joist; “Ortho- 
77" fixtures are automatically locked into receptacles in 
perfect alignment. If supported every 24 ft, Uni-Race can 
be hung in lengths up to 200 ft. 

Gibson Manufacturing Company 107 


Contract Furniture Is Modular 
“Modalum" series of walnut tables and seating pieces 
(single chair, multiple seaters, bench, lounge chair, shoe-fit- 
ting stools) was designed for reception rooms, small audi- 
toriums, shoe departments, etc. Modular base structure of 
7" square extruded aluminum is light in scale, open for 
easy maintenance. Seating, with foam rubber upholstery 
and walnut arm rests, is available in standard units of one 
to four seats; single rows of any desired number of seats 
may be custom-ordered. Multiple seating units may be 
varied by replacing seat with a walnut table-and-drawer 
unit; or combined with corner table mounted between 
right angle rows. 
Kasparians 

Fabric Collection Has Variety of Designs 
"Contempora™ aptly names new collection of contemporary 
designs, hand-printed on a variety of fabricc—Saranspun, 
Fiberglas Aerocor, linen, and cotton duck. "Crystal" is 
printed on 50"-wide Saranspun, a durable, abrasion- and 
fire-resistant fabric with excellent dimensional stability. 
Colorings include blue-and-green, gold, brown, cinnamon, 


and green. 
Greeff Fabrics, Inc. 109 


Wall Furniture Saves Space 
Storage and work space are provided in this system of wall 
furniture, designed by Poul Cadovius and imported from 
Denmark. Modular components — shelves and cabinets, 
314." long of oil-finished teak or walnut — attach to 
matching wall rails. Other component units include a selec- 
tion of desks, tables, cabinets, bar, TV shelf. Units may be 
flexibly arranged; may form a room divider by using free- 
standing stanchions. The system is easily dismantled and 
assembled. 
Royal System 


110 
(Continued on page 106) 
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.. . the new vinyl asbestos tile with color-chip styling | | 








AIROCK From Azrock! Another exciting new development in resilient 

SS, flooring — Heavy Duty Architectural Patterns in Vina-Lux vinyl 

asbestos tile! Here is a new kind of permanent beauty in color-chip 

styling for heavy traffic areas ... because the color chips are distrib- 

| uted throughout the full thickness of the tile — from top to bottom! 
| 








They are not a surface decoration. 


Gives you the answer to your client’s demand for an economical 
color-chip styling in vinyl asbestos tile— America’s most wanted type 
of resilient flooring. In an architectural palette of appealing beiges, 
greys, green and white, the Vina-Lux 800 Series is specially designed 
for heavy-traffic institutional, commercial and industrial installations. 





Specifications— 9” x 9” size. %” thickness. Six colors. Federal 
Specification: Manufactured to meet ALL requirements of Federal 
| Specification L-T-751, including paragraph regarding the distribu- 
tion of mottling through thickness of tile! 


i | azesck) Write Azrock for samples and complete architectural specifications 
today. 


| | 





=) 





Specialists in the manufacture of vinyl asbestos and asphalt tile flooring. 


AZROCK FLOOR PRODUCTS DIVISION ZROC 


*526A FROST BANK BLDG. + SAN ANTONIO, TEX. 
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HEAVY DUTY ARCHITECTURAL PATTERNS 
throughout the thickness of the tile--at no extra cost! 











AZPHLEX VINYLIZE 
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(Continued from page 103) 


Small! Thermostats Prevent Excessive Heat 
New "Thermal Safety Cut-Outs" incorporated in electric 
convection baseboard heaters prevent draperies or furnish- 
ings from blocking air flow and causing excessive tempera- 
















































ture in the heater. Small bi-metal thermostats, installed in 
top leading edge of heater, are wired in series with the 
heating elements; should temperatures rise abnormally in 
the heater, heater will be disconnected from power circuit. 
Berko Electric Manufacturing Corporation 111 


Intercom System Has New Features 
New fully transistorized intercommunication system for exec- 
utives features hands-free operation and newly developed 
“magic eye" which indicates who is calling and auto- 
matically leaves message. Natural voice tone from distance 
as far away as |0' is picked up, and transistorized amplifier, 
preadjusted to acoustical conditions of room, makes caller's 
voice instantly recognizable. Handset can be added for 
privacy when others are in room. Security circuits ensure 
complete privacy; no one is permitted to break in on call. 
Dictograph Products Inc. 112 


Stainless Steel Screen Resembles Glass 
Woven stainless steel screens replace window bars in mental 


institutions and prisons. Screens provide ample security and 
or eT ~- ao oN 
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unobstructed view; creating an all-glass window illusion. Non- 
institutional appearance is beneficial in corrective therapy. 
Fenestra, Inc. 113 


French Doors on Wall Oven Save Space 
Wall oven featuring French doors is intended for installa- 
tion in kitchens where traffic area is limited, since doors 
require 10" less opening space than conventional swing- 
down door. Doors swing shut harmlessly if accidentally 
bumped. Feature provides convenience in being able to 
stand close to oven for cleaning, loading heavy utensils, etc. 
Frigidaire Division 

General Motors Corporation 


114 





Thin-Shell Gypsum Roofs Provide Economies 
Thin-shell roofs, constructed of cast-in-place gypsum on 
form-boards and steel tees, claim advantages over concrete 
in being cheaper, lighter, and better in insulating and 
appearance. Hyperbolic paraboloid shell 2" gypsum can 
attain a column spacing of 80', with light steel framing at 
40' centers and without intermediate purlins. Only skeleton 
falsework is necessary to control shape of warped surface. 
Shell Roof Structures 115 


Louver Doors Now Soundproof 
Availability has been announced of first, rated, soundproof, 
louver door which admits air into a room yet restricts 
sound transmission. Newly developed sound barrier, intro- 
—_— “—, 













duced into hollow-metal, louver door, reduces transmission 
of sound to 32 decibels. Application is of particular use 
in air-conditioned rooms, which require passage of air 
through doors. 


Pioneer Fireproof Door Corporation 116 


Solar Clock Gives Extreme Accuracy 

New solar clock is so accurate that deviation is less than 
two minutes in a quarter century. Unique in design, it pro- 
vides a focal point in any landscape. Anodized aluminum 
construction gives ability to withstand all weather condi- 
tions. Simple adjustment changes from daylight to standard 
time. 

Modern Sun Dials, Inc. 


Fans Have Industrial, Commercial Uses 
Recent design of elbow fan for general ventilation or for 
specialized industrial use can handle clean or slightly con- 
taminated air or fumes at normal or elevated temperatures. 
Unit occupies only slightly more space than standard elbow 


eae ee es 
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when installed in ductwork. Special construction accommo- 
dates corrosive or explosive conditions. Motor and fan 
assembly can be removed without disturbing ductwork 
connections. (Illustration shows assembly partially removed.) 
L. J. Wing Manufacturing Company 118 
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Neoprene-and-Metal Flashing Is Flexible 
Resilient, durable neoprene-and-metal flashing assures con- 
tinuous watertight seals and expansion joints. Neoprene 
strip is permanently bonded adhesively and mechanically to 
copper and other metal edgings and overcomes metal 
fatigue caused by constant expansion and contraction of 
all-metal joints. Strip "gives" under all temperature condi- 
tions from —30 to +200 F, and is impervious to ozone, 
oils, grease, and chemicals. Because of unusual flexibility, 
"Expand-o-flash" was chosen by Eero Saarinen for Yale 
Hockey Rink roof, to withstand abnormal amount of sway 
in suspension cable structure. 

Lamont & Riley Company 119 


Channel Unit Carries All Services 
Prefabricated, pre-engineered channel unit will hold all 
plant power and facility lines. Units—made up in five ft 
modules, less than three in. in width—may be joined by 


| 


unskilied workers to extend service lines into all areas of 
plant. T-shapes, right angles, and L-shapes are available 
to permit any type layout. 

Alden Systems Company 120 


Lapping Device Gives Leakproof Roofing 
Aluminum farm roofing has revolutionary “Rainlock" lapping 
device with V channel over to side instead of in center of 
rib. This permits top-nailing, eliminates unattractive sagging 
and bulging of metal between purlins on underside, and 
insures tighter, leak-proof roof. Available in heavy (.0215) 
gage diamond-embossed roofing and lighter (.019) gage 
“all purpose" stucco-embossed roofing. Width is 50", for 
easy 48" coverage between purlins, and lengths are from 
6' to 16’. 

Reynolds Metals Company 121 


Seamless-Pipe Systems Are Prefabricated 

Seamless steel pipe used in insulated piping systems pro- 
vides high thermal efficiency, mechanical strength, and 
durability. Completely prefabricated pipe distribution sys- 
tems for overhead or underground transmission of hot water, 
steam, viscous fluids, process liquids, and refrigerants, are 
designed to specifications of architects and engineers. Pipe 
is supplied in sizes ranging from 6" to 14" in diameter, up 
to 41° in length. 

Ric-wiL, Inc. 122 


Tinting of Glass in Position Is Possible 
Newly-developed flow process is able to tint window glass 
already in position. Application method is fast and clean, 
does not interrupt business operations, and is less expensive 
than installation of factory-tinted glass. Fading, glare, and 


p/a news report: products 





heat are reduced considerably, and windows may be washed 
in normal manner without scratching, peeling, or chipping. 
American Glass Tinting Corporation 123 


Color, Design Enliven Printed Fabrics 

A collection of printed fabrics, the first for this firm noted 
for its rich silks, is notable for beautiful color combinations 
and freshness of design. One group of six patterns is avail- 
able printed on silk, linen, glazed percale; a second group 
is available in heavy cotton, heavy and lightweight linen. 
Boldly-scaled Loch Lomond, on heavy Belgium linen is 
54"-wide, available in blue, brown and rust, green and 
yellow, green and rust. Retail: $12.75. 

Thaibok Fabrics, Ltd. 124 


Ceramic Process Lends Itself to Many Uses 
Dolomitic, cold-process, textured ceramics are processed 
from mineral of marble composition, asbestos, and glass 
fiber. They have a rough finish; are said to be heatproof, 
waterproof, easily washable. Available in custom colors 
on bricks, tiles, or tables. Tables, 18" diameter on folding 
wooden tripods, are $35 net. Tiles, 6"x6", 6"x12", or 
12"x12", are $4 per sq ft net. 

Albra Cold Process Ceramics Company 125 


Densifier Gives Stronger Concrete 
Concrete-retarding densifier, "Symentard," which works 
by slowing down rate of hydration and not by entraining 
air, gives stronger, denser concrete with high resistance to 
cracking. Especially recommended for hot weather pouring 
to prolong working time without increasing water or air 
content. 

A. C. Horn Companies Division 
Sun Chemical Corporation 


System Noises Removed by Air Chamber 
One-piece, prefabricated, air chamber that will remove 
“hammer and chatter" from water systems has been intro- 
duced. Four steps usually necessary to install such units 


have been reduced to one; and new unit cuts down on 
possibility of leakage inherent in previous methods. "Tap/ 
Trap" is available in 6 in. and 12 in. lengths; over-all diam- 
eter is | in., which is reduced at one end to !/2 in. for 
use in standard fittings. 

Wolverine Tube Division 

Calumet & Hecla, Inc. 127 


November 1959 107 



































<> | FROM CHEMISTRY: entire new spectrum of building materials 


Years ago, architects had to restrict their 
selection of building materials to what was 
available locally in the way of wood, ma- 
sonry and glass. Today's architect can choose 
discriminately from thousands of types of 
traditional materials plus a whole new store- 


house of man-made building products. These 
are creations of modern chemistry—special- 
ized, uniformly high-quality materials that 
suggest a host of new design ideas. A few 
of the newest and most newsworthy are 
discussed briefly on these two pages. 





ROOFMATE™. . . NEW ROOF INSULATION 
RESISTS MOISTURE, REDUCES LEAKS 


Introduced early this year, 
Roofmate promises many 
valuable advantages. 
It’s a new insulation 
developed by Dow 
for built-up roofs. 


108 Progressive Architecture 


The building industry recently 
greeted a new roof insulation that 
forms its own moisture barrier, has 
permanent low thermal conductivity, 
takes hot bitumens and won't flake, 
crumble or deteriorate with age. This 
new Dow insulation for built-up roofs 
has the same unyielding resistance to 
water and water vapor as its older 
cousin, Styrofoam®. Thus, Roofmate 
helps prevent vapor build-up and re- 
sulting “blistering” and leaks—built-up 
roofs last years longer. 


Lightweight Roofmate arrives on the 
job site ready for business. It’s pre- 
fabricated in standard roofing sizes, 
unpackaged but bundled in easy-to- 
handle 38 Ib. lots. Roofmate is easy to 
cut and fit around vent pipes and other 
obstructions. It can accommodate the 
weight of workmen and normal roofing 
equipment with plenty of compressive 
strength to spare. 

It all adds up to a high-quality, 
durable roof insulation that saves time, 
effort and money in any installation. 


* TRADEMARK OF THE DOW CHEMICAL COMPANY 
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For more 


New weather resistant flashing— 
SARALOY® 400 

Here’s a new flexible flashing ma- 
terial that “gives” in all the right places 
and lasts a lifetime. It’s Saraloy 400, a 
tough, elastic thermoplastic with built- 
in resistance to water and weather. 
Saraloy 400 can be fabricated right 
on the job . . . shaped to conform to 
every contour. It can be bonded to 
most building materials, painted with 
ordinary exterior oil-based paints. And 
it’s durable—won’t corrode, check, 
crack or peel—stays tight and effective 
long after expansion and contraction 
would have destroyed ordinary flash- 
ings! 
SCORBORD® 
installs in an instant—lasts a lifetime 

Insulating foundations and perimeter 
heating ducts is a job that’s only done 
once, so it should be done well. That’s 
why more and more architects choose 
Scorbord, the insulation with perma- 
nent efficiency. Scorbordt keeps mois- 
ture out, heat in—resists mold and 
decay. These big 2’ x 8’ pre-scored 
boards save up to 80% on installation 
time, too. Scorbord is easy to cut and 
fit around pipes and other irregular 
shapes — has plenty of compressive 
strength to take a concrete slab. An 
F.H.A. materials release has been is- 
sued. 


TPATENT APPLIED FOR 


POLYFILM. A top quality Dow 
building product with 1,000 construc- 
tion uses. Ideal for temporary enclo- 
sure or moisture barrier. Supplied in 
convenient new dispenser box. 


LATEX. New latex paints for con- 
crete floors wash easily and are long- 
wearing. Seals, eliminates concrete 
dust, makes an attractive surface. Can 
be tiled over! 


STYROFOAM mokes ideal! panel 
core. Permanent low ‘‘K"’ factor means 
long-term insulating efficiency. Panels 
cored with rigid Styrofoam need no 
special reinforcement. 


Specify DOW BUILDING PRODUCTS for your designs 

















VERSATILE NEW MATERIALS like 
these are typical of the extensive Dow 
Building Products line. Most of these prod- 
ucts are new but all are tested and 
proved. Write today for more information 
on any of them. THE DOW CHEMICAL COM- 
PANY, Midland, Michigan, Plastics Sales 


Department 1602EB11. 





ROOFMATE* © STYROFOAM* © SCORBORD* (Pot. applied for) 
SARALOY* 400 © POLYFILM* © LATEX 


*TRADEMARK 


THE DOW CHEMICAL COMPANY, Midland, Michigan 








For more information, turn to Reader Service card, circle No November 1959 109 
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AIR AND TEMPERATURE 


Fume Hoods for Laboratories 

Booklet describes complete line of fume hoods used to 
confine odoriferous, poisonous, or corrosive fumes generated 
in the laboratory. Operation is at face velocities as low 
as 50 ft per min; excerpts from impartial research contain 
this and other favorable comparisons over conventional 
fume hoods. Also presented are elevation, duct location, 
and roughing-in drawings; face velocity and CFM recom- 
mendations; blower data; and hood service and electrical 
fixtures. 

Kewaunee Manufacturing Company (48-p.) 201 


“Balanced Design’’ Thermostat 
Brochure describes new thermostat embodying fundamentals 
of function, appearance, and dependability in its “balanced 


ro 











design." Unit functions with unusual precision—temperatures 
are measured to |/10 F tolerances. Its appearance is simple 
and angular. In operation there is maximum resistance to 
vibrations common in the home. 

General Electric (4-p.) 202 


Corrosive-Resistant Glass-Fiber Duct Fans 
Bulletin describes new line of glass-fiber belt-drive duct 
fans which offers exceptional resistance to most corrosive 
elements common to industrial plants. Propeller, duct 
section, drive housing, and bearing cover are made of 










A new development in castings and curtain walls is introduced in 
a data felder detailing the ‘‘CWA-5" wall system. Aecording to 
the producers, ‘‘the system incorporates the sculptured qualities 


of castings inte the advantages of standard metail-wall compon- 


ents.” Both fixed glass and projected or vertically pivoted win- 
dows may be used. Details shown in folder are applicable to 
either fascia detailing or wall paneling. Two versiens are avail- 
able for curtain-wall framing: one omits horizontel melilions and 
uses the cast member to play down horizontal sight-line; the 
other emphasizes the whole frame by an identical profile of the 
vertical member and the head. A continuous extrusion overlaps 
the casting at roof line, forming a gravel stop which also allows 
the vertical mullion to extend opened at the top, accenting the 
verticality of the wall. 

The Michaels Art Bronze Company 200 





glass fiber; drive shaft and hardware are made of stainless 
steel. For many applications this type of construction gives 
performance equal to or exceeding that of all-stainless or 
all-monel construction, and at substantially lower cost. Fans 
are available in 20", 24", and 28" diameters, with variety 
of drives. 

Hartzell Propeller Fan Company 

(Bulletin A-116, 2-p.) 203 


Chiller for School Air Conditioning 

Brochure presents a packaged liquid chiller which is 
designed especially as part of the unit ventilator system 
providing air conditioning for schools. Simple to operate 
and easy to maintain, it gives perfect comfort tempera- 
tures in individual classrooms despite varying occupancy 
conditions. Exclusive internally-finned tubes eliminate prob- 
lem of low coefficient of heat transfer on the refrigerant 
side. Construction features, capacities, pressure drop data, 
application data, and specifications are presented. 
American Air Filter Company, Inc. 

(Bulletin 675-Al, 15-p.) 204 


CONSTRUCTION 


Manual of Membrane Fireproofing 
Booklet discusses fireproofing for gypsum lath and plaster 
assemblies, giving complete construction information for 
required fire ratings. Detailed drawings cover floor-ceiling 
assemblies, column encasement, hollow steel stud partitions, 
solid studless partitions, and exterior wall furring. Full data 
is included on thickness, aggregate, and proportions of the 
gypsum plaster. 
Gypsum Association (16-p.) 205 
% Stock Components for Metalwork 

Catalog presents full line of stock components for fab- 
rication and assembly of architectural metalwork. Items 
available in variety of designs are railings; treillage; tubing, 
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bars, and shapes; mouldings and functional shapes; saddles 
and nosings; ornaments, hardware, and machinery. Complete 
scale drawings are shown for all items. Comprehensive, 
attractive catalog is well indexed for easy reference. 
Julius Blum & Company, Inc. 

(Catalog No. 8, 138-p.) 206 


*% Design Data on Structural Aluminum 

Revised edition of the “Alcoa Structural Handbook" 
supplies design information on structural applications of 
aluminum. This "bible" has been the sole manual of its type 
throughout the 30 years of its existence. The current revision 
involves changes in text and general up-dating and addition 
of tables. Extensive data on the aluminum-magnesium alloys, 
and comprehensive coverage of welded structural design, 
are included. 
Aluminum Company of America (420-p.) 207 


Porcelain Gravel-Stop Fascia 

Folder on architectural porcelain gravel-stop fascia 
describes with illustration, detail drawings, and specifica- 
tions, how it can be installed after roofing contractor has 
completed his work. Telescoping corner eliminates need for 
field measurement, permits flexibility in design, and assures 
accurate weather-tight installation. Standard depths of 7!/." 
and 10!/." are available. 

Davidson Enamel Products, Inc. (4-p.) 208 


Electroforged Steel Grating 
Catalog of steel grating illustrates several types of con- 
struction—electroforged, interlocked, riveted, or U-type. 


A 


Photograpns of industrial uses, and drawings of grating 
spacings, are presented. Electroforged one-piece grating 
has twisted cross bars permanently forged to bearing bars 
for strength and sure footing. 

Blaw-Knox Company (19-p.) 209 


Insulating Panels Suggest Design Ideas 
Presentation demonstrates flexibility of Alply aluminum in- 
sulating building panels which offer advantages of design 
and construction simplification, plus particularly high 


strength-weight ratio. Panel consists of foamed polystyrene 
core "sandwiched" between aluminum sheets, one of which 
may be substituted by other specified materials such as 
plywood, for example. A typical 3" panel, 4'x8', with 
aluminum facings, weighs 39 |b, is said to support a 1500 
lb distributed load over an 8' span. Available in three 
types, in choice of designs, colors, finishes (either or both 
sides); may be ordered in widths to 48", core thicknesses 
from |" to 6". Brochure contains complete technical data, 
also sections describing thermal, acoustical, corrosion-re- 
sistant properties, and joining and manufacturing standards. 
Aluminum Company of America (24-p.} 210 


Fire-Resistant, Steel-Framed Construction 


Booklet compiles significant features of fire-resistant ma- 
terials and assemblies. Included are sections on modern 
building codes with reference to general acceptance of 
performance tests; characteristics of safe, dependable fire- 
proofing materials; concept of "light frame" fire-resistant 
steel construction; and a reference table showing more than 
150 fire-resistant constructions and their ratings. 

American Institute of Steel Construction (44-p.) ent 


Color Curtain-Wall System Offers Design Ideas 


File sheets describe new Thinlite curtain-wall system, de- 
signed and engineered as a total wall. Addition of rec- 
tangular, prismatic glass shapes and ceramic fired-on colors 
in horizontal, vertical, square shapes bring fresh look, 
advantage of daylight control; provide colorful mosaic 
patterns. Modular 4'x2' and 5'x2' panels are 2" thick, form 
both inside and outside finished wall, have extruded 
aluminum, interlocking perimeters, are secured to struts by 
simple bolt-assembly system. Basic tints are Ricepaper 
white, sunlight yellow, cool green. Permanent, ceramic, fired- 
on exterior colors include Chinese red, golden yellow, 
indigo, bronze, turquoise green, peacock blue, charcoal 
gray, ebony. Colors may be intermixed. 

Kimble Glass Company 

Subsidiary of Owens-lllinois (AIA 17-A, 29-p.) 


DOORS AND WINDOWS 


Sliding Window With Storm, Screen Tracks 


Data sheet presents new four-track sliding window, which 
includes storm and screen tracks in single frame, thus 
reducing installation costs. Both prime window and storm 
sash have full vinyl weatherstripping to assure noise-free 
air-tight fit. Vinyl strip in the center bar prevents rattles 
and keeps insects out. All panels are inserted from inside, 
without tools, and cannot be removed from outside. Details 
for brick, masonry, and frame construction are given. 

Capitol Products Corporation (2-p.) 213 


Plywood Folding Doors for Closets 


Folder describes features of space-saving bifold closet 
doors used in full-width, floor-to-ceiling installation. No 
header, trim, or bucks are required. Doors are of Novoply, 
which is guaranteed not to warp, shrink, or swell, in a thick- 
ness of 34", which saves considerable space over standard 
construction. Full-height opening permits full-depth closet 
shelves. 

United States Plywood Corporation (6-p.) 214 
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ELECTRICAL EQUIPMENT, LIGHTING 


New Electro-Luminescent Light Source 
Catalog lists broad line of electro-luminescent “light bulbs" 
available for commercial applications. Flat “bulbs,” called 
Rayescent, are man's newest light source—use no filaments, 
gas or metallic vapors; produce practically no heat; con- 
sume a negligible amount of electricity; and produce com- 
pletely diffused light without additional fixtures or baffles. 
Booklet gives standard sizes; technical data covering oper- 
ating frequency, voltage effects, maintenance, and power 
consumption; and sketches suggesting a wide variety of uses. 
Westinghouse Electric Corporation (4-p.) 215 


Three Different Pneumatic-Tube Systems 

General information handbook on pneumatic-tube systems 
covers full line of systems used in institutional, commercial, 
industrial, and hospital applications. These systems use 
message- or load-carrying carriers that are automatically 
controlled and directed to stations from a single "main- 
line" tube. Three different types of systems are able to 
meet various requirements and traffic capacities. Catalog 
gives comprehensive coverage of equipment, with decrip- 
tions, details of operation, and specifications. 

The Grover Company (52-p.) 216 


Mercury Lamps and Ballasts 

Folder gives extensive information for more than 50 popu- 
lar types of mercury lamps. There are listings of physical 
and electrical characteristics and light-output data; illus- 
trations of typical shapes, coatings, and relative sizes of 
bulbs. Simplified listing of the necessary auxiliary equip- 
ment and the applicable wiring diagrams is also included, 
to facilitate selection of proper lamps, ballasts, or combi- 
nation, for use in mercury lighting system. 

General Electric Company 

(Tech. Publ. LS-103, 8-p.) 217 


Lighting Classrooms, Other School Areas 
Booklet deals with classroom and general school lighting 
problems. Section | contains comparison chart of 10 dif- 
ferent types of classroom lighting fixtures for standard 
30'x32' room, with 50 footcandles maintained, using recom- 
mended reflectances. Shows number of fixtures required, 
footcandles, fixture brightness, lamp life, power required, 
initial and operating costs; brief evaluation of each of 10 
systems is given. Section 2 covers 16 different types of 
fixtures commonly used for areas other than the classroom, 
such as libraries, labs, shops, auditoriums, gyms, with illus- 
trations and recommendations for use. 

Smoot-Holman Company (20-p.) 218 


Telescopic Door Frames Are Adjustable 
Catalog provides complete information on easy-to-maintain 
new telescopic door frame which automatically adjusts to 
assure perfect fitting even in irregular ceiling openings. 
When installed, troffers give precise finished appearance; 
there are no mechanical catches. General features incor- 
porated as integral part of assembly facilitate installation. 
Troffers recess 415/16", are available in four basic types 
that fit all popular ceiling systems. Included are 13 separate 
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pages describing spot boxes, wide variety of shielding 
media, and complete ceiling index. 
Smithcraft Lighting (6-p.) 219 


Flexibility in Compact Remote Control Systems 


Brochure describes remote lighting control systems for one- 
man operation. Systems provide all lighting requirements, 
are custom-assembled in unlimited number of sizes and 
capacities to meet needs ranging from largest opera house 
to smallest school stage, consist of two main elements: con- 
trol console and dimmer bank. Consoles are made in two 
basic types: Theatron and C-I form, each available in 
many sizes, and having similar operational characteristics— 
Theatron contains controls for two-scene presets while C-! 
is available with five-scene, ten-scene, or infinite presets in 
a separate panel. Ability for expansion is inherent in all 
systems. 

Century Lighting, Inc. (4-p.) 220 


FINISHERS AND PROTECTORS 


Fire Retardant Paint 


Folder illustrates fire retardant interior paint of outstand- 
ing quality, which operates upon contact of fire by swelling 
of the prime coat, to create a tough insulating mat on 
combustible surface. Blisters of unusual toughness then form 
on mat, shielding combustible surface from fire as well as 
insulating it from heat. Flame-spread characteristics and 
recommendations on application are given. 

F-X of New York, Inc. (6-p.) 221 


One-Operation Treatment for Concrete Surfaces 


Brochure contains application and test data on Kure-N-Seal 
for curing, sealing, and dustproofing newly-poured concrete 
surfaces in one operation; described as a blend of synthetic 
rubber resins in fast evaporating solvents, which produces 
transparent, hard glossy film to protect floor from traffic 
abrasion, water spillage, mild acids and alkalies. Applies to 
freshly-laid concrete to promote water retention and com- 
plete hydration of cement. Compound minimizes staining 


on terrazzo and concrete. 
L. Sonneborn Sons, Inc. (AIA 3-B-1, 25-B-26, 4-p.) 222 


SANITATION, PLUMBING, WATER SUPPLY 


Cast-Iron Soil Pipe, Fittings Standard 


Commercial Standard establishes standards for material, 
principal dimensions, and dimensional tolerances for extra 
heavy and service weight cast-iron soil pipe and fittings. 
Information also specifies marking, coating, straightness, 
weights, threads, inspection, and tests. Standard aims to 
provide a common understanding of these items among pro- 
ducers, distributors, and users. 

Cast Iron Soil Pipe Institute 

(Commercial Standard CS188-59, 48-p.) 223 


Control Fittings for Showers and Sinks 


Catalog describes fittings to control water flow in showers 
and sinks, regardless of line pressures, thereby cutting 


(Continued on page 114) 
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Qutlasts conventional paint coatings by many years 


NEW GLID-TILE 


... beautifies and upgrades at the same time! 


It pays to specify GLID-TILE for heavy traffic areas in offices, schools, 
institutions and plants, and for problem areas in food processing 
plants because of its resistance to impact, abrasion and most chemi- 
cals. GLID-TILE is a special polyester resin spray finish that lasts a 
lifetime. It is comparable in beauty and durability to glazed, ceramic 
or structural tile, yet the initial cost is substantially less. 

GLID-TILE gives masonry block, concrete, plaster, wallboard, metal 
and wood surfaces a tough, protective finish nearly twenty times as 
thick as the average paint film in a standard two-coat system. And 
it is far more durable. For example, tests have shown that under 
heavy impact, a sub-surface of concrete broke before the GLID-TILE 
finish was destroyed! 

It’s almost impossible to scratch or mar GLID-TILE. Most acids and 
solvents, plus alkaline detergents, grease, oil and hot water won't 
harm it. 

New GLID-TILE is available in eggshell or glossy finishes of almost 
any pastel color—in plain, spatter or web effects. 








The tile-like finish seals and smooths Walls in high-traffic areas retain their 
the entire wall including mortar joints— tile-like beauty for many years. 
for fast, easy maintenance. 





sk For complete details, attach coupon to your company letterhead and mail. 


The Glidden Company 
Dept. PA-1159 * 900 Union Commerce Bldg. + Cleveland 14, Ohio 


Please send me the following information on GLID-TILE 
PROFESSIONAL 
MAINTENANCE FINISHES 
The Glidden Company 
900 Union Commerce Building, Cleveland 14, Ohio 


Free specification folder 

Name of local GLD-TILE applicator 
Name Title 
Company 
Address 
2 Zone State 
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5 ¥ ‘8 HENNESS masey 
‘CONSULTING ENGINEERS 
\ EASTERN STATES Re 
‘ ELECTRICAL Ss. INC. 


Dependability 

Beyond, « Doubt 
Always Specify 
PES 


“A quality building for 
quality tenants*” demands 
quality wiring devices. That’s 
why the beautiful new Cana- 
da House at 680 Fifth Ave- 
nue in New York uses P&S 
20AC1-I super AC switches. 
A good reason, too, why P&S 
5252-I and P&S 7310’s are 
also used. 


P&S 20AC1 heavy duty 
AC switches are designed with 
extra-heavy silver alloy con- 
tacts mounted vertically at 
the nodal point (point of least 
vibration) to avoid excessive 
vibration and eliminate arc- 
ing and poor contact. P&S 
super AC switches can be O 
used at full rated capacity for Cc) 
tungsten filament lamp loads “eal 


and fluorescent installations. 














*Slogan for the new Canada 
House 





For information on these and 
other P&S wiring devices 
write.Dept. PA 1159. 


CS 
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. a 20AC 1 Ivory 
5252-1 7310 


<S>{ PASS & SEYMOUR, INC. Y” 
. SYRACUSE 9, NEW hohe 


In Canada: Renfrew Electric Co., Ltd., Toronto, Ontarie 


For more information. turn to Reader Service card. circle No. 311 
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(Continued from page 112) 


water-heating costs and water usage by one-half. Flow- 
control fitting is an integral part of the shower head or 
fitting, requiring no special installation. Long life and quiet 
operation are insured by use of nylon and neoprene. Cata- 
log of complete line of fittings gives technical data, flow- 
rate charts, and illustrated features of all models. 
Speakman Company (16-p.) 224 
SPECIALIZED EQUIPMENT 
* Equipment for Complete, Planned Playground 
Catalog states that since playground equipment now 
provides almost all of a child's outdoor activity (in contrast 
to earlier times), it should be designed for especially 
stimulating and creative play. This principle has led to an 
imaginative collection of p!ayground equipment, where 








sculptural forms and constructions makes tree houses, moun- 
tains, space stations, and cages. A giant size aluminum 
alphabet serves as a name sign and as climbing apparatus. 
Units of equipment are variously assembled to suit 5 age 
groups, from 18 months to 13 years. Consultation service 
will plan complete playground, including preliminary analy- 
sis, model, and slide presentation. Price list and construc- 
tion details are given. 

Playground Corporation of America 

(Catalog A, 48-p.) 225 


Push-Button Scene Shifting 
Folder describes push-button system of scene shifting which 
operates without conventional rigging and gives new free- 
dom to the designer of stage houses. Much presently 
wasted fly-and-wing space is eliminated, structural-steel 
requirements are cut, backstage danger and clutter are re- 
lieved, and the pin-rail and fly gallery are removed. Ad- 
vantages to architect, set designer, and stage manager are 


evident. 
J. R. Clancy, Inc. (8-p.) 226 


Guide to Commercial Electric Kitchens 

Annual fact book on commercial electric-kitchen equipment 
is a comprehensive buyer's guide to products of 91 lead- 
ing manufacturers. 383 items are listed, under 20 major 
categories of equipment: ranges, ovens, coffee makers, 
fryers, steam cookers, refrigeration equipment, ice ma- 
chines, etc. For each item there is a photograph and 

(Continued on page 116) 
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“ . . . 
" a" new | Hing Coll 
S- only /2 thin 
& 
: -INDIVIDUAL ROOM 
y SEASONMAKERS... 
c- i} 
These McQuay thin-line design Seasonmaker individual room air condi- H) 
tioning units are only 814 inches thin and 25 inches high or deep, and offer you more | 
Ss compact, modern styling, requiring a minimum of installation space. | 
There are four models—each in five sizes, 220, 330, 440, 520 and 640 cfm. i| 
The four smaller sizes are equipped with 1050 rpm motors, while the largest has 1500 I 
ah rpm. Hand-of-coil connections are easily reversed in the field. Filters are change- 
" able without removing decorative panels. 
fl All McQuay Seasonmakers are ultra-quiet in operation and furnish 
, individual room comfort at any desired temperature level. They are quick and easy 
ye to install and service, and ideal for multi-room buildings such as hotels, motels, 
'e- schools, hospitals, offices and residences. Call the McQuay representative in or near 
.d- your city for complete information about these new thin-line design Seasonmakers, 
re or write McQuay, Inc., 1638 Broadway Street N. E., Minneapolis 13, Minnesota. 
26 
ent C 
ad- a, s 
jor INC. 
ars, 
na- AIR CONDITIONING « HEATING « REFRIGERATION 
and 
116) 
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ARCHITECTURAL 


GRILLES 


(Write for H&K Grille Catalog) 
and 


DECORATIVE 
PERFORATED 


MATERIALS 
(Write for General Catalog 75) 








A wide selection of designs assures you of the 
motif “just right” for your plans. H & K perforated 
metal grilles are furnished in accordance with the 
architect's specifications for 
type of metal—gauge—finish 
— and margins. Decorative 
perforated materials include 
metals, wood, composition, 
plastic. 


See Sweet's File—30f/Ha 


“Gri 
Harrington & ing 
PERFORATING CO. Inc. 


Chicago Office and Warehouse New York Office and Warehouse 
5675 Fillmore St. 114 Liberty Street, Dept. PA 
Chicago 44, lil. New York 6, N.Y 
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For more information, turn to Reader Service card, circle No. 313 





FLELTRIC 


HOT WATER 
HEAT 


© 40,948 B.T.U. to 
2,000,000 B.T.U. Out- 
put. 








© All units meet the re- 
quirements of the 
ASME Boiler and Pres- 
sure Vessel Code. 


’ 

PRECISION Fhechie HOT WATER HEATING BOILER 

© Complete unit ready for installation with cir- 
culating hot water system and water chiller for 
year-round air-conditioning. 

® Conversion easily accomplished where other 
type fuels now used. Suited for homes, churches, 
apartments, hotels, motels, hospitals, commercial 
buildings, swimming pools, snow melting and do- 
mestic hot water. Temperature Range 60 to 250 
degrees. 

e Every unit tested and inspected. 

Write for color brochure and prices. 


‘CISION parts corporation 
400- PA North Ist. Street 


\ Nashville 7, Tennessee 







\ 


No ducts! No noise! No chimney! No odors! No flame! 


For more information, turn to Reader Service card, circle No. 314 
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detailed information as to electrical specifications, per- 
formance, features, dimensions, and ordering information. 
Write for copy; enclose $1.00. 

Food Service Magazine, 2132 Fordem Avenue, 

Madison, Wisc. (74-p.) 227 


High-Fired Stoneware Pottery 


Folder illustrates architectural pottery made of high-fired 
stoneware which can be used for plant pots, fountains, 
lanterns, and ash receptacles. These prize-winning designs 
are simple and handsome. Sufficiently porous for plant 
health, pottery comes with or without drainage holes; when 
used indoors without drainage holes there is no leakage. 
Stoneware is treated to retain original off-white color; 
glazes in matte white and matte black are also obtainable. 
Architectural Pottery (4-p.) 228 


Contemporary Office Furniture 

Three catalogs show complete line of contemporary office 
furniture which offers distinctive colorful styling and exclu- 
sive features of engineering and construction. One-piece 
construction of desks provides maximum strength and 
rigidity. Tops are extremely hard, wear-resistant surfaces. 
Chairs are tailored to specific uses for comfort and con- 
venience. Storage units, tables, and accessories harmonize 
with line. 

Steelcase, Inc. (44-p., 14-p., and 20-p.) 229 


SURFACING MATERIALS 


Specifications for Resilient Flooring 

Basic Guide Specifications offers specifications for every 
major type of resilient flooring. Each specification, abridged 
and edited from regular comprehensive specifications, is 
presented in convenient perforated sections to facilitate 
office use on particular jobs. List of the comprehensive 
specifications, which will continue to be available, is in- 
cluded. 

Armstrong Cork Company (18-p.) 230 


Underfloor Space Access in Data Rooms 

Bulletin shows actual installations of floating floors which 
give infinite access to underfloor space in computer and 
data-processing rooms. Illustrated features of floor are 
interchangeability of die-cast-aluminum floor plates, ease 
with which plates can be lifted out, installation of cutouts 
for cables, and use of floor as a pressurized plenum. Speci- 
fications are included of a recently introduced model that 
eliminates supporting steel frame. 

Floating Floors, Inc. (8-p.) 231 


Hardwood Paneling with Baked-On Finish 

Folder introduces new line of prefinished hardwood pan- 
eling which has an infra-red baked-on finish. Process gives 
a hard durable surface which is super-resistant to scratches, 
stains, mars, and moisture. Extra stability is achieved by 
back-sealing each of the panels. Sizes are 4'x7' and 8'x10', 
in wide variety of woods. 

Harbor Plywood Corporation (4-p.) 232 
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STANDARD FOR STRENGTH + COAST TO COAST 


Nationwide acceptance of Macomber ALLSPAN floor and Get YOUR next job scheduled early. Mail the coupon for 
roof framing members typifies the confidence earned by full information. 
Macomber products throughout the building industry. 
STRUCTURAL ENGINEERS specify ALLSPANS confi- > NEW DESIGN MANUAL 
dently as an engineered product with higher reserve strength : Exclusive structural and economy advantages 
— produced under an unequalled quality control program. ; ...exact information for framing 8 to 120 feet 


ARCHITECTS appreciate the convenience of ONE high- NAME 
strength product, ONE load table, ONE manual covering the : 
full span range to 120. feet. 


GENERAL CONTRACTORS like the clean appearance — 
good workmanship — simplicity of erection — all leading 
to satisfied customers and repeat business. 


MACOMBER 


CANTON 1, OHIO 





COMPANY : ao POSITION 


ADDRESS 





> 
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new 


trim-line, narrow wall plates 
of stainless steel — 


Ideal for use in movable partitions in com- 

mercial and industrial installations. Made of 
high quality, high nickel 302 stainless steel (18% 
chrome, 8% nickel). Will not rust. High resist- 
ance to most organic chemicals and have passed 
the well-known Salt Spray Tests. Arrow-Hart’s 
H&H Specification Grade Interchangeable Wir- 
ing Devices fit these neat, durable wall plates. 

' Available with 1, 2 or 3 openings, or blank. 





you cannot specify better wall plates! 


Write for complete information to: 

The Arrow-Hart & Hegeman Electric Company 
Dept. PA, 103 Hawthorn St. 

Hartford 6, Connecticut 
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SPECIFICATION GRADE 


93071 





STANDARD STAINLESS 
STEEL WALL PLATES 
Made of the same high quality 
302 (18-8) Stainless Steel, 
these new standard wall plates 
are attractive and mainte- 
nance-free. Available in a com- 
plete line, 1 to 3 gangs. 


° APPLIANCE SWITCHES 





WHEN YOU THINK OF WIRING DEVICES, THINK OF ARROW-HART 


For more information. turn to Reader Service card, circle No. 316 
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frost 


Larry 


Looking Forward to December 
PROGRESSIVE ARCHITECTURE 


CRITIQUE 
Scheduled for December P/A is a thoroughgoing presenta- 





tion and critique of one of the most distinguished apartment 
buildings of recent years—Wilshire Terrace, Los Angeles, by 
Victor Gruen Associates. Associate Feature Editor Ilse Reese, 
who was taken cross-country on her research for this cri- 
tique, will closely examine Wilshire Terrace both as a build- 
ing in itself and as an indication of those paths that are 
desirable to follow in apartment house design. 


PROGRESS REPORT 
This favored P/A series will be focussed in December on the 
young Pasadena, Calif., firm of Ladd & Kelsey. Already 
prominent in residential design, Ladd & Kelsey has in recent 
years broadened its scope; hence buildings in the categories 
of commerce, industry, and education will be shown, in addi- 
tion to some excellent houses. 


RELATED DESIGN FIELDS 
A stellar cast worked under direction of Architect Philip 
Johnson to design New York’s new Four Seasons Restaurant 
and its amenities. The contributions of each of these de- 
signers will be discussed, as will the total effect of their 
creation. 


THREE CHURCHES 
Uniquely different in character, and yet all creating the de- 
sired goals of reverence and worship, the following churches 
will be presented in December: Concordia Evangelical 
Lutheran Church (N. C.) by A. G. Odell, Jr. & Associates; 
Church of Baranzate (Italy) by Angelo Mangiarotti & Bruno 
Morrassutti; and Trinity Lutheran Church (Calif.) by Bel- 
luschi and Skidmore, Owings & Merrill. 


Frank J. Miller 





Ezra Stoller 
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adds a touch of luxury 
at the fabulous new. ea 


HOWARD JOHNSON’S 
RESTAURANT and MOTORLODGE 
Miami, Florida 








Interior decorations, Motorlodge, by Maxwell Co., Miami « Furniture and fixtures by Leathercraft, Inc., Miami 
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~ CONSOWELD 


THE LAMINATED PLASTIC SURFACING FOR WALLS, COUNTERS, FURNITURE 






Consoweld belongs wherever 
beauty is as important as a color- 
ful lifetime of wear! That’s why 
Consoweld laminated plastic was 
the choice at this luxurious new 
Howard Johnson’s resort estab- 
lishment. 

In the restaurant, an excep- 
tional decorative effect is achieved 
with the application of Conso- 
weld’s rich “Native Walnut” on 
walls, planters, partitions. 
Counter tops and table tops fea- 
ture Consoweld’s ‘‘Platinum 
Walnut.”’ In the rooms of the 
Motorlodge, Consoweld’s ‘‘White 
Flicker,’’ used on the tops of vani- 
ties, night stands, tables and 
furniture, adds sparkle and color 
to the decor. 

Color, beauty, style, initial low 
cost, and easy maintenance are 
the benefits you provide when 
you specify CONSOWELD for verti- 
cal or horizontal applications. 

Mail coupon for further infor- 
mation and name of nearest dis- 
tributor. 


CONSOWELD CORPORATION 
Wisconsin Rapids, Wisconsin 


Please send me, FREE, Data File Folder and 
name of my nearest Consoweld distributor. 


Name 





oo eee 


Address___ i ne 
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City & Zone State 


For more information, turn to Reader Service card, circle No. 317 























Style is stainless steel 


Stainless Steel is the only surfacing material with a hard lustrous 
finish that is always in style, withstands exposure to all kinds of 
wear and has a low maintenance cost for the life of the building. 


be 


No other metal offers the freedom of design and fabrication, 
economy of care and the durable beauty that serves and 
sells like Stainless Steel. 


McLOUTH STEEL CORPORATION, Detroit 17, Michigan | 



































McLOUTH STAINLESS STEEL a al 


HIGH QUALITY SHEET AND STRIP 
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CARVER JUNIOR-SENIOR HIGH SCHOOL 
and EDWARDS ELEMENTARY SCHOOL 
New Orleans, La. 


Architects: CURTIS & DAVIS 
Consulting Engineer: WALTER E. BLESSEY 


General Contractor 


J. A. JONES CONSTRUCTION CO.; 
Shreveport, La. 


Sunscreen Units and Block produced by 


LOUISIANA CONCRETE PRODUCTS, INC. 


Precast Units furnished by: 
CONBLOX, INC. 
JAHNCKE SERVICE, INC. 


(All of New Orleans, except as indicated) 
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@ Modern concrete products are keeping 
pace with the best in architectural design for 
structures of all kinds. A prime example is 
this beautiful school in New Orleans, recently 
built at a cost of $11 per square foot, serving 
4,000 pupils in 13 grades. 

A highlight of this school’s design is the 
use of attractive concrete masonry sunscreens 
on all classroom buildings. Extending as 
much as 900’ in length and two stories high 
in some cases, these screens soften and dif- 
fuse the direct rays of the sun, preventing eye-damag- 
ing glare on blackboards and textbooks. They help 
cool the interior and filter out playground noise. 


Specially-proportioned three-cell concrete block, 
made of Lone Star Portland Cement and Ocala 
limestone, was developed for the screen by Louisiana 
Concrete Products, Inc. These were laid up in a stag- 
gered pattern with deep structural mortar joints, 
presenting a beautiful, light, lacy appearance. Lone 
Star Masonry Cement was used in all mortar work. 


LONE STAR CEMENT 
CORPORATION 


100 Park Avenue, New York 17, N. Y. 


ONE OF THE WORLD'S LEADING CEMENT PRODUCERS. OFFICES IN 17 MAJOR CITIES 












Ben Schnall 
















the architect's family as client 


An architect’s proficiency is often best revealed 
in the design of his own house, where, for once, 
he is in a position to control not only the pro- 
gram (his wife willing) but also the solution. 
In three of the four houses discussed here, the 
architects were designing for their own families; 
the other house was planned for the architect’s 
parents. The architectural solutions, as widely 
dissimilar as the temperaments of the individual 
architects, are illustrated on the following pages. 


Ben Schnall 


Cnr 38 iat tea 












































esthetics—but not at the expense of practicality 


architect: Ladislav L. Rado 
location: Chappaqua, Armonk, New York 








his house is located in one of the outer 
suburbs of New York City. The seven- 
acre site had long been spurned by local 
builders because of large rock ledges, 
but it attracted the architect precisely 
because of its unspoiled natural attri- 
butes. The difficult site has been skill- 
fully used to advantage by Rado, who 
counterpoised the irregular topographical 
formations with an architecture of great 
precision and simplicity. By raising the 
main portion of the house above the 
ground level he has avoided costly ex- 
cavation problems, and at the same time 


has secured more sweeping views out- 


Progressive Architecture 


ward from the living areas. In planning 
this house for his family the architect 
wished particularly to attain “spacious- 
ness—though not at the expense of heavy 
house keeping,” and, “an esthetically 
pleasing composition—though not at the 
expense of practicality.” The upper floor, 
measuring approximately 2100 sq ft, con- 
tains the main living areas, kitchen, three 
bedrooms, and two baths. Spaciousness 
has been achieved by opening all of the 
living areas onto each other, except for 
two children’s rooms, and by creating a 
lively progression of spaces from the 


small to the large areas. The upper floor 





is approached by stair through an entry 
hall at ground level. A dumb-waiter has 
been installed to convey foods to the 
kitchen upstairs. Various service rooms, 
a two-car garage, and a covered terrace 
are also at grade level. Structurally, the 
upper floor is a wood frame, supported 
by concrete block piers and_ bearing 
walls. The exterior of the house is sur- 
faced with cedar siding; plywood and 
gypsum wallboard are used inside. 
Ladislav L. Rado is a member of the 
architectural firm of Raymond & Rado; 
Paul Weidlinger was the Structural En- 


gineer; August Nelson, Contractor. 











Ben Schnall 








Photos: 
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the architect’s family 


By keeping structure and materials extremely simple 
and decorations to a minimum, the spatial quality 
of the house is heightened and the contrast between 
natural forms and structure emphasized. Beyond the 
fireplace wall of the living room (acrosspage bottom) 
are a study and the master bedroom. A portion oj 
this wall may be moved to close off bedroom. In the 
opposite direction the living room “borrows” space 
from the stair hall and kitchen. The view into the 
kitchen may be barred by a curtain behind the pass- 
through cabinet, which also serves as a bar. In the 
north and south directions the landscape provides the 


visual terminus. 
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the architect’s family 













Visual continuity exists even between study (above) and 
| master bedroom. Dressing room (left), between the two 
| areas is closed off partially by a shoji. Similar floor-to- 
| ceiling screens, taking the place of curtains, can be 
| rolled to any desired position along the south window 
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something open, ordered, graceful, protective, and happy 


architect: Anthony Ellner, Jr. 
location: Long Island, New York 


Photos: Gottscho-Schleisner 
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In this case the architect’s parents were 
the clients. They desired a house on one 
level, a house without over-large or sel- 
dom 


lighter aspects of maintenance were to 


used areas. Gardening and the 
be managed by the owners, mostly to 
provide recreation. Entertaining was to 
be limited to small groups. The architect 
relates that in planning the house for its 
heavily wooded, private site, “the char- 
acter of a woodland pavilion continu- 
ously reasserted itself . . . a structure 
based on posts spaced widely in both 


directions, with a central area open to 


the sky which would daylight an un- 


usually placed living area.” For ease of 


access and servicing, the entrance and 


utility areas were placed toward the 


north; the major living and sleeping 


areas toward the south and the view. 


“The combination of deciduous trees and 


deep overhangs,” writes Ellner, “intro- 


duced sun and shade when and where it 


was wanted.” The structure consists of 


rigidly connected posts and plywood 


girders. Spanning between the girders 


are 2”x4” members running 16” on 


centers, crossed and joined at the center 


by ring connectors. The roof framing is 


topped by 14” plywood and a 5-ply built- 


up roof (detail overpage). This system 
was devised since it offered lateral sta- 
bility in both directions, an airspace for 
ventilation, and a runway for electrical 
wiring, and permitted roof overhangs on 
all four sides of the house. The floor is 
a 4” concrete slab on a 3” gravel base. 
Heating is by forced warm air through a 
perimeter duct in the floor slab. The 
exterior surfacing material is T&G verti- 


cal redwood siding. 
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the architect’s family 
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“The structure (detail above) of this resi- 
dence,” writes Ellner, “might be termed ex- 
perimental since there was, to my knowledge, 
no precedent at the time of its inception. 
However, it was as logical as the bridging 
of joists to which it may be compared.” 

In progress photo (top) the structural sys- 
tem is in place. Roof decking and concrete 
slabs are being installed simultaneously. 

Interior finishes, as in dining room (cen- 
ter) and kitchen (bottom) are primarily of 
redwood and mahogany, which supply the 
dominant background color, Other surfaces 
are white or beige with fabric accents of 
blue-green and black. 
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the family should feel 


architect: Cecil A. Alexander 


location: Atlanta, Georgia 
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“The structure (detail above) of this resi- 
dence,” writes Eliner, “might be termed ex- 
perimental since there was, to my knowledge, 
no precedent at the time of its inception. 
However, it was as logical as the bridging 
of joists to which it may be compared.” 

In progress photo (top) the structural sys- 
tem is in place. Roof decking and concrete 
slabs are being installed simultaneously. 

Interior finishes, as in dining room (cen- 
ter) and kitchen (bottom) are primarily of 
redwood and mahogany, which supply the 
dominant background color, Other surfaces 
are white or beige with fabric accents of 
blue-green and black. 
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architect: Cecil A. Alexander 


location: Atlanta, Georgia 





























the architect’s family 


This house was to provide practical 
space for: 1. a family of four—the archi- 
tect, his wife, two young daughters; 2. 
the entertainment of small and large 
groups of guests; 3. the accommodation 
of a semi-invalid regular visitor. All of 
these requirements were met by a scheme 
in which all major functions were placed 
on one level. Site for the house is a 
614-acre plot within the city limits—on 
the knoll of a hill. A wide, flat ridge 
extends from the lower level, which con- 
tains a recreation room, storage and 
workshop areas. “The house was designed 
with a very definite conception of family 
living in mind,” writes Alexander. “It 


was our conception that the family 
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should feel itself a unit—thus the circu- 
lar plan. At the same time each indi- 
vidual should be recognized—thus the 
rooms are all oriented out to their own 
view. The central, covered and_ sky- 
lighted court (overpage) has constituted 
a constant place of meeting.” Whether 
such a house might have been designed 
for another client was answered “yes—if 
the client wanted to risk an experience 
that is not entirely predictable, either fi- 
nancially or architecturally.” While the 
architect suggests that the folded plate 
roof may have been primarily a struc- 
tural exercise “it has come to have an 
architectural meaning beyond structure 


in the way light is admitted through it.” 





Photos (except as noted): Robert McGinnis 


The structural system is post and lin- 


tel in the flat roofed area, using steel 
columns and light steel beams. The 
folded plate (acrésspage top) is a frame 
made up of two plywood surfaces bolted 
and screwed to a 2”x4” frame. A con- 
tinuous cable under tension supports the 
thrust. (Selected Detail, p. 170). Exterior 
materials are brick and cypress wood. 
Cecil A. Alexander is a member of the 
firm of Finch, Alexander, Barnes, Roth- 
schild & Pascal, Architects. Edward 
Daugherty was the Landscape Architect; 
Florence May, Consulting Interior De- 
signer; Demetrius Polychrone, Consult- 
ing Structural Engineer; Adams & Willis, 


General Contractor. 








Galfas Studios 
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the architect’s family 


Robert McGinnis 


Photos (except as noted): 





Only visual demarcation between living/din- 
ing room (left, above, acrosspage top), and 
the skylighted central court (acrosspage cen- 
ter) are the steel columns which were given 
a natural rubbed finish. By opening these 
areas toward each other interesting architec- 
tural spaces, views, and light effects have 
been attained. A serving counter extends this 
flow of space even into the kitchen (across- 
page bottom). 

Interior surfaces are of subdued color and 
texture, in order not to compete with the archi- 
tectural spaces. Focal point in the living room 
is a free-standing copper fireplace; walls are 
of walnut or brick; flooring of wood. Kitchen 
cabinets are finished in ribbon mahogany; the 
kitchen floor is of white plastic tile; the wall- 
hung refrigerator is of yellow porcelain 
enamel. 
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Galfas Studios 
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Photos: Else Tholstrup 


easy to rebuild and flexible for the growing family 


architect: Erik C. Sorensen 
location: Charlottenlund, Denmark 


Office space for the architect/owner and 
living quarters for himself and his family 
have been combined here under one roof. 
The building was constructed on part of 
a cultivated garden plot in a built-up 
residential section. Arranged in the form 
of a T, the main wing houses a living 
room, dining space, kitchen, bath, and 
two bedrooms. The smaller of the two 
wings is devoted to a drafting room and 
the architect’s own studio. An entry is 
located at the intersection of the two 
elements. Several outdoor'courts evolved 
from the T-shaped plan—a guest parking 


court adjoining the office wing, a ‘fruit- 


138 Progressive Architecture 


tree and dining garden near the kitchen, 
a play area off the children’s room, and 
a quiet garden to be viewed from the 
living and dining room. 

Because of the constantly changing re- 
quirements of a growing family and office 
force, a structural system was selected 
which would facilitate future revisions. 
{ wall, partly movable, has already been 
installed between living and dining room, 
and the drafting room has been divided 
into separate work areas. Intended for 
later construction are an additional bed- 
room and bath, which will permit the 
conversion of the parents’ bedroom into 


a children’s playroom. Such changes are 
possible thanks to the use of the modular 
post and beam framing system in which 
all walls are non-bearing. This system 
was also chosen, writes Sorensen, be- 
cause “the repetition of the three-dimen- 
sional bays of the skeleton construction 
has an esthetic appeal . . . it unifies the 
different parts of the plan, and measures 
each space to a known scale”: i.e. every 
area is related to the basic module. 
The building ‘is: heated by forced hot 
water passing through pipes under the 
floor and through radiators behind venti- 


lating louvers. 
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the architect’s family 


Progressive Architecture 


The living room (above and acrosspage) is lo- 
cated near the entrance so that it can also 
double as a client conference room. A movable 
wall makes it possible to close it off from the 
dining room (left). The living room opens onto 
a quiet garden, screened from the street by an 
evergreen hedge, and from the driveway by a 
brick wall. Another brick screen (acrosspage), 
in relief design, is the focal point seen from the 
studio. Interior finishes are: white ceilings, 
doors and cabinets painted gray. Bright colors 
are restricted to oriental rugs, flowers, and art 
objects. 
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dence are dark-stained wood, glass, gray 


asbestos, and yellow brick. 





Think magazine 


Courtesy: 


automation in schools 
by Frank G. Lopez* 


In the photograph (above) a smatl boy is using a teaching machine 
developed by Prof. B. F. Skinner of Harvard, whose specialty is the 
psychology of learning. There are different types; one, it is esti- 
mated, could be mass-produced to sell for around five dollars. They 
have been used in teaching mathematics, science, spelling, grammar. 
reading and so on. They teach by channeling reactions in a desired 
direction, a little at a time, and by “rewarding” the student (telling 
him he is right or wrong) instantly—not by punishment for mis- 
takes. A question or problem appears in the machine’s window; 
the student answers by selecting from a multiple-choice list or by 
solving the problem and inserting his result in another window; he 
then turns a crank or pushes a button and finds out whether he is 
right. If so, he goes on to the next. 

Is learning that simple? Amassing a store of facts and possibly 
some elements of judgment in their use may be; but the best ma- 
chines are no substitute for experience in putting facts to work. It 
is possible to read for hours about a theory, for example, without 
understanding it one whit; whereas simple block-building demon- 
strates unforgettably what wholes and fractions are, and observa- 
tion of a tea kettle has opened a world of science. A teaching ma- 
chine is excellent for the rote-work necessary to instill the many 
facts which each student must accumulate in his automatic memory. 

Nevertheless, machines, properly employed, can be invaluable 
tools. Many types are useful in schools, including public address 
and program systems (provided these are not used to create an un- 
wholesomely authoritarian atmosphere), educational television (if 
the mass medium is adapted to individual needs), program sched- 
ule and attendance machines using punch cards (when they are 
used creatively), and many others. The design implications of two 
types are discussed in the following pages: those used in language 
laboratories and those used in kitchens. The latter may surprise 
some readers, but the modern school kitchen depends on equip- 
ment which, as much as possible, is automatic. 


* Frank GC. Lopez, A.1.A., is a member of the firm of Engelhardt, Engelhardt, Leggett 
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automation in schools 


Language laboratories are expensive but 
they can be excellent teaching tools. They 
have some great advantages and some 
limitations. Whether the school that in- 
stalls one receives full value for the 
necessary expenditure depends in part on 
how full is to be the educational utiliza- 
tion of the electronic aids. 

Since the architectural provisions, 
starting with the location and plan of 
the laboratory and including both the 


equipment and its environment, strongly 


affect utilization, a summary of the ways 
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language laboratory 


language laboratories can be used is in- 
cluded so an architect can understand 
what he is doing to the educational 
process as he shifts the elements around. 
The following categories have their 
faults; like many, they are arbitrary and 
inexact; and they should be used with 
caution. 

Laboratory Utilization. Several degrees 
or types of utilization are possible: 

1 The student listens. “Recitations,” 
testing, etc., are conducted in chorus or 
independently. This has been called 





audio-passive work; full potentialities of 
the equipment are seldom realized, and 
full value is not obtained. 

2 The student listens and hears his 
own voice; while there may be formal 
recitations, the student participates 
actively to a great degree. This has been 
called audio-active work; the equipment 
is slightly more complex; more nearly 
complete utilization is attainable. 

3 The student listens, records, and com- 
pares his own voice with that on the 
teaching device; there is little necessity 

















LANGUAGE LABS 





film ni opaque projector ( petals) 


( Aweraga nilallalion - 32 Audenl pesilions ) 


Language-laboratory plans (above) for complete installations of the kind described 
in the text. Walls may be non-parallel to reduce reverberations, and booths may be 
placed in shallow arcs to improve vision. Different authorities give different names, such 
as “listening installation” or “electronic classroom” to facilities for the various grada- 
tions of utilization, Home-made booths in an elementary school (below left); com- 
mercially available booth (right) with front that folds down to become a desk top. 
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( Wwitedlalion dvr compl. range of functions ) 


Elaborations on the auxiliary spaces which may be desirable, de 
pending on the extent of the school’s program, include a central 
control room and individual rooms or alcoves for all the accessory 
functions. When glass is used between rooms, it should be doubled to 
exclude noise, and doors should be made sound-tight. Every sound 
relating to the language being taught must be heard distinctly 


for recitations per se. This has been 
called audio-active work plus evaluation. 
Full utilization of audio equipment is 
attainable. 

4 When visual equipment (ranging from 
chalkboard, corkboard, etc., through film, 
slide-film and TV facilities) is added, the 
functioning of a language laboratory may 
be substantially enhanced. Practicable 
wide-screen television, for example, is 
predicted. This and similar teaching aids 
may be too costly at present; but pro- 
viding an appropriate arrangement of 
present equipment and small amount of 
necessary space for additional future in- 
stallations is relatively inexpensive. Omit- 
ting such provisions may cause early 
obsolescence which, considering the total] 
investment, could be costly indeed. 


Equipment. For Type 3 or Type 4, each 


pupil-position requires a sound-condi- 
tioned booth containing a tape or disc 
drive (“record player”) and earphones; 
a microphone for recording his own 
voice; and for each booth or row of 
booths, or both, a jack into which the 
teacher may plug his microphone and 
headset so he may listen in and instruct 
the individual student or a group. The 
simplest type requires only earphones. 


The master console consists of one or 


more tapes or disc drives, a high-fidelity 
amplifier, and a multichannel control to 
permit channeling different programs to 
separate groups or individuals. It should 
also have a selector switch for instant 
change from recorded to living voice 
(microphone), or to phonograph, radio, 
or television. Greater usefulness results 
from including here equipment which 
will permit the teacher to listen in and 
communicate with any student, any one 
of several groups, or the entire class. 

It will be seen that the range of equip- 
ment is from simple to fairly complex, 
and that the ultimate objective is the 
maximum of individual attention for each 
student, using instruments which the un- 
initiated might consider only as mass- 
communication devices. Whatever pieces 
of equipment are selected, the architec- 
tural problems remain much the same 
and the planning requirements can be 
simply stated. 

Planning and Details. Close personal con- 
tact between teacher and pupils is highly 
desirable. Therefore, optimum class size 
is approximately 30 pupils, a figure 
which is a compromise: fewer pupils 
would permit better contact but would 
raise the cost per pupil-position to a 
prohibitive sum. Also, ideally, the master 


with the 
student booths. Having more than 30 


console is in the same room 
pupil-positions per laboratory requires 
more than one teacher to observe facial 
movements, to operate controls and to 
give the desired individual attention; the 
presence, movement, and noise of more 
than one teacher disturb the class; con- 
sequently, a separate control room is 
needed. At times, cost considerations may 
require a glass-walled, central, console 
area to serve several language laboratory 
units; if so, some loss of personal contact 
must be accepted. 

Within the room, the booths should all 
face in one direction, toward the instruc- 
tor and the console, because the instruc- 
movements as the 


tor watches facial 


student records; he communicates by 
microphone directly with an individual 
student or a group to correct errors 
seen as well as heard. Booths facing one 
direction also facilitate the use of visual 
aids. If they face in different directions, 
not only is it hard to use a movie screen, 
for example; but also, since the instruc- 
tor cannot see all the students’ faces from 
one position, he must either move around 
excessively and disturb the class, or ac- 
cept “passive listening” as the most that 


can be accomplished. 
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automation in schools 


rhe area required is 15 sq ft per pupil 
including booths, transverse aisles and 
console space but excluding longitudinal 
aisles. A room of proper shape, contain- 
ing 600 to 700 sq ft, should suffice for 
30 students, including booths, console, 
transverse and longitudinal aisles. 

The booths themselves need not be 
more than 30 in. wide over all, set in 
rows at least 5 ft back-to-back. Each row 
may be divided into not more than two 
groups for economy of wiring; electrical 
connections run through two conduits 
(one for AC, one for audio) from the 
console to the end of each group in each 
row. A single tap from each conduit 
serves an entire group, since the de- 
sirable types of booths are designed to 
“plug in” to one another. 

The booths, which preferably accom- 
modate one student each, are somewhat 
like open-front telephone cubicles except 
that they are designed for sitting and 
have no tops. Whether they are custom- 
built or commercial products, their fronts 
should be no higher than 45 in., the 


maximum being set by sight-lines from 









an instructor’s platform. This, at the 
front of the room, is commonly 6 in. 
high; it is sometimes raised as much as 
18 in., but headroom for a movie screen, 
etc., must be maintained. A screen, chalk- 
board, charts, etc., set with the bottom 
edge 66 in. above the floor will be visible 
to all students in the normal arrange- 
ment of 30 booths. To facilitate vision, 
some booths have glass fronts. Those 
with vertical, sliding fronts usually are 
eventually adjusted to one position and 
left that way; not only is it a bother to 
move them, but also the noise and motion 
disturb the class. 

The interior of the booth, above counter 
height, is acoustically lined. The counter 
should have space enough for heavy-duty 
tape and disc recorders (lighter “office” 
or portable models will not stand up 
under continuous use); at present, 
models employing vacuum tubes appear 
more satisfactory than those using tran- 
sistors because ultra-high fidelity is 
desirable. 

Related Facilities; Environment. There 


should be a place for projecting slides, 


film strips, movies, and opaque materials; 
it is desirable though not essential to 
provide a separate room for this purpose. 
There should be provision for a future 
wall-television receiver with a 36- to 42- 
in. screen. There should also be a place 
for recording on master tapes and for 
storing tapes; this also preferably is in 
a separate room and requires counter 
and cabinet space. If the school has an 
extended “self-teaching” program a tape- 
storage alcove with charge-desk facilities 
makes it easier for individual students to 
work by themselves. 

Acoustic treatment and also ventilation 
of the entire laboratory need careful at- 
tention; in the recording room both are 
mandatory. Not only is quiet necessary 
for concentration and for accurate hear- 
ing; but also some heat is generated by 
electronic equipment. As to lighting, in- 
candescent lamps interfere least with the 
audio equipment; with fluorescent light- 
ing, shielded wiring, etc., may be re- 
quired. In addition, the laboratory should 
be located in a part of the school far 


from noise, inside or outside. 


Different ideas in school feeding: a “serving square” (below), as called the “scramble 
system,” valuable when there are enough students and a choice of menus. Students enter 
through turnstiles controlled by a watcher who gages the square’s capacity; there is no 
line-up; instead, the student gets a tray and proceeds directly to the counter containing his 
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A few years ago, advice on school-kitchen 
planning and equipment layout was ob- 
tainable chiefly from equipment manu- 
facturers; today, the kitchen consultant 
is a recognized professional. Yet the 
errors of omission and commission in 
kitchen design seem to increase, if one 
is to judge by the review of literally 
hundreds of plans. A statement of prin- 
ciples and requisites should clarify the 
problems, which are no more complex 
than those of any production-line opera- 
tion. 

Quite recently, some new ideas have 
been tried and found satisfactory in cer- 
tain conditions. These may lead to fur- 


Like 


used in schools, kitchen gadget: are ex- 


ther innovations. other machines 


pensive. There are several grades of 
quality; revising the specifications for one 
school cut the cost of this contract by 
approximately twenty-five percent. Con- 
sidering that the cost of an average sec- 
ondary school’s kitchen equipment is well 
up into five figures—not including build- 
ing construction, interior finishes or such 
installing service 


incidental items as 


choice of food. Service is speedier than at 
School, Charlotte, N.C.; A. G. Odell, Jr. & 

Food served to students from portable hot- 
(Blue Creek Elementary School, 


Vo. Colon ie, 


kitchens 


lines, lighting, etc.—the savings that can 
be made are substantial. The successful 
innovations lead to economy as well as 
improved service. 

The school kitchen must convert raw 
materials into meals and provide for 
serving them efficiently, safely, sanitarily, 
and without obtruding on the other as- 
pects of the school plant. It must have 
access for deliveries; and the service 
drive and court should not constitute a 
traffic hazard. Its loading dock should be 
the correct height for a truck’s tailgate. 
When raw foods and staples are brought 
in, they should be checked and stored; 
this means the dietician’s desk or office 
should have a clear view of the service 
door, and that passage to storerooms, re- 
frigerators, and freezers should be direct 
and unobstructed. There should be a 
further direct line of travel from storage 
to the various points of preparation: the 
cook’s baker's 
preparation sink. milk 


coolers, and sandwich- and salad-prepa- 


and tables, vegetable- 


and ice cream 
ration centers. Further still, the line of 


direct travel should proceed to range, 


a typical cafeteria counter, (Garinger High 
{ssociates, Architects) (below and overpage). 


and cold-food carts, to be eaten in classrooms 


N.Y.; Henry Blatner. Architect) 


oven, and steam kettle for foods to be 


cooked; 


counter. All this may be stated simply: 


and thence to the serving 
the school kitchen is a production line. 
The serving counter should be simple 
and likewise direct, as short as the num- 
bers to be served permits. Drinking water 
should be available not at the serving 
point, where it will slow service, but 
nearby. With this exception, all the nec- 
essary equipment should be closely or- 
ganized in groups according to function 
the oven handy to the baker, the salad 
refrigerator near the salad table, etc. 
both food 


production time and such auxiliary costs 


in order to economize on 
as electrical service lines, range hoods, 
etc. 

Safety and sanitation require, among 
the 


hand-wash sink in 


the 


other things, a 
kitchen 


dietician, even when there is 


proper, under eye of the 


a lavatory 
in the help’s locker room or toilet. This 
may also serve for a cleaning sink in a 
otherwise, janitorial 


minimum kitchen; 


facilities are needed. There should be 


separate sinks and counters for vegetable 
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automation in schools 


preparation and pot-washing, the latter 
with, preferably, a grease trap. Floors 
and at least a high wainscot should resist 
grease penetration and be easily cleaned, 
which indicates a material such as quarry 
tile. The ceiling, to control noise, should 
be acoustically treated if a cleanable, 
non-absorbent material can be obtained. 
Equipment should have rolled counter 
and shelf edges, etc.; should have im- 
pervious work tops reinforced to pre- 
vent buckling and reduce noise; and 
should be designed with a minimum of 
bolt heads, crevices, etc., which might 
harbor pests. Aisles between major units 
should be at least 31% ft wide, preferably 
4 ft—more than this may be wasteful. 
The equipment should include fire ex- 


tinguishers suitable to cope with grease 


fires. 

The dishwashing area should be en- 
closed with walls to the ceiling, to pre- 
vent steam and noise from invading the 
kitchen. It should have a pass window 
from the eating area, and a doorless 
exit, wide enough for a dish cart and a 
person, convenient to the serving line 
where the dishes are used. The sequence 
of operation is: scraping (which de- 
mands a garbage receptacle), prewash 
(a sink), dishwasher (with hood and in- 
dependent exhaust fan), storage counter, 
and shelves. Other equipment includes a 
back-up counter on which unscraped 
dishes accumulate at peak periods, a 
grease trap, an auxiliary heater for high- 
temperature hot water (this can serve 
the kitchen also), and carts for trans- 


porting clean dishes and trays. All that 
is usually arranged in U-shape in a 
small enclosure. 

Garbage is best stored outside the 
kitchen, in a ventilated, screened alcove 
off the loading dock, where there are 
also facilities for washing the garbage 
cans. 

Ventilation of the entire kitchen area 
is important. It should be positive; that 
is, it should tend to draw air from ad- 
jacent areas, not exhaust into them. In- 
dustrial-type heaters, mounted on or near 
the ceiling, are often used; the air stream 
from these should be directed away from 
the serving line so odors, etc., will not 
be disseminated. The ventilation exhaust, 
similarly, should be remote from any 


air intake. 


Innovation and tradition: central kitchen (below left) where meals are prepared for all schools in 
a city (Newark, Ohio, High School; Perkins & Will, Architects; Flambert & Flambert, Food 
Consultants). Note provisions for washing and storing hot- and cold-food carts. Special motor 
trucks with bodies sized to take carts may be used for transport to schools, where small serving 
pantries may be used or students may be served directly from the carts. Even in conventional cafe- 
terias, use of prefabricated food carts, to replace custom-built serving counters, has been proposed. 
Minimum conventional kitchen (below right) with all elements discussed in text (Tryon Hills 
Elementary School, Charlotte, N.C.; Biberstein, Bowles, Meacham & Reed, Architects). 
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two elementary schools 


Both of these are suburban elementary schools; one 
in Warson Woods, near St. Louis; the other in Mercer 
Island, near Seattle. The climate is mild in both 
places, although where St. Louis is sometimes humid, 
Seattle is often quite damp. Both schools have a 
warm-air system which heats the floors as well as 
heating and ventilating the classrooms; both are 
equisitely detailed, carefully planned; they are not 
monuments; familiar materials are used in both; both 
have a custom-made kitchen and unusual provisions 
for dining. More than all this, though, both possess 
qualities which it is hard to put a name to: they are 
happy schools. 
























































Photos: Ezra Stoller 


Warson Woods School 


associate architect 


general contractor 


Although few children appear in_ these 
photographs—was the photographer or the 
season to blame?—this is a most human 
school. That it contains no more than six 
classrooms, kindergarten, and multipur- 
pose room plus the essential facilities 
helps; but even so it might have been a 
routine design, Grouping the rooms in 
pairs enclosing the central multipurpose 
area has been tried before, and so has the 
sunken forum in the middle. 

One could say the same of the brightly 
colored doors from each classroom pair to 
the exterior; of the small room toilets, ap- 
propriate for elementary grades, compared 
to aggressively sanitary and monumental 
toilets; about the glass walls pro- 


cang 


a) re 
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location | Warson Woods, Missouri 


architect 
Caudill, Rowlett & Scott 


engineer 


tected from the sun by covered outdoor 
ways. One could discuss its almost non- 
existent corridors, emphasize that very few 
of the square feet paid for are not educa- 
tionally useful, and wonder whether the 
necessarily intimate mingling of classes and 
ages which the plan fosters is, as some 
educational idealists profess, an aid to 
democratic learning or, as some _ less 
imaginative administrators aver, a head- 
ache. 

In spite of the dull rows in which 
empty desks was placed when the school 
was photographed, one could speculate on 
what happened when the’ kids moved in 
and the place got to humming, on whether 


the school board finally found the money 


Hellmuth, Obata & Kassabaum 


Smith, Hanlon, Zurheide & Levy 
George L. Cousins Company 


to equip the limited outdoor space as crea- 
tively as the architects hoped, and on the 
many refinements of detail, the coat-hang- 
ing alcoves and cupboards and doors lo- 
cated and aligned economically and exact- 
ly right without being fussy (except that 
it would take a 714-foot teacher to reach 
the topmost cupboard). One could find 
that its floors are warm because forced 
warm air from several small furnaces is 
ducted under them to linear registers in 
the window sills, where it becomes ven- 
tilation as well as warmth. 

But this small school is more than the 
sum of these small parts. What more it 
is, you may name for yourself. It is a 


third-grader who calls it “a happy place.” 









































































































































two elementary schools 
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The central room of Warson Woods Elementary School, roofed with a series of wooden lamella 
vaults, serves during the day as gymnasium, auditorium, playroom, dining room, project area, 
and display area, After hours, it is a community facility. Along the main girders are plug-in 
strips, to accommodate whatever lighting fixtures are desired, as well as curtain tracks. Some 
arrangements are suggested by the sketch plans. To appreciate it fully, one should see children 
sitting on its steps, walking on errands down the side aisles, using the ramp, playing, working, 
engaged in the great experience of becoming part of a world larger than their home or classroom. 
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Many of the characteristics of the preced- 


ing school are apparent in this one as 
well, although this, in its initial stage, is 
twice as large. There are 12 classrooms, 
when the additional wing 
600. 


play areas, desirable in the climate, are 


tor 360 pupils; 
is built it will house The covered 
also to be erected in the future. 

The school adjoins an undeveloped 40- 
acre county park, concerning which there 
ire informal agreements on co-operative 
use; therefore the toilets open to the ex- 
terior for park use and the playfield office 
park Park 


users will be able to use the multipurpose 


will be used by personnel. 


building and the school will use the 


park’s plavfields 
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mechanical engineer 





Island Park School 


location 
Bassetti & Morse 
S. Ivarsson 

Stern & Towne 


architect 
structural engineer 


electrical] engineer | Beverly A. Travis 


general contractor 


The school staff desired a closely knit 
first 


adaptable to any age 


unit in which each room would be 


group; in other 
words, they asked for easy supervision and 
communication, and for flexibility in room 
use. Among their postulates were direct- 


ness, simplicity, attractiveness, and prac- 


tical materials; in each room an area 
dark enough for visual aids; a library 


which would be a focal point for all; and 
preservation of trees, Nearly all children 
arrive by bus, hence the large bus-loading 
area, 

The construction materials are conven- 
tional: lightweight, reinforced, block walls, 


painted inside and out; concrete slab on 


Mercer Island, Washington 





Hupy 


E. F. Shuck Construction Co. 


crade; welded-steel frame and bar joists; 
buiit-up roofing over acoustical-steel deck- 
ing on the classroom building, and over 
wood plank on the multipurpose room; 
aluminum windows, asphalt-tile floor cov- 
ering (ceramic in toilets). 

These ingredients also appear in school 
after school, but too often with results not 
nearly so happy. Great care has been 
taken with detailing and assembly. The 
architect finds satisfaction in the family 
spirit generated by the closely organized 
classroom building; using different, per- 
haps more adult words, he finds the same 
manifestation as the third-grader previous- 
ly quoted, 


This is no accident! 
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two elementary schools 


In the classroom building, exposed ceiling construc- 
tion is painted white, walls harmonize with the 
solid-color floors; the exterior is light gray and 
white. Classroom storage-and-display unit (left). In 
this building, heating is also provided by forced 
warm air ducted under the floors to window registers. 





Evidence of careful detailing is visible (below) in corridor 
coat-hanging alcoves, designed for the moist climate; re- 


cessed classroom doors (right) which do not obstruct cor- 
ridors; and in all construction as shown, looking toward 
the classroom court (above). In this is a_ welded-steel 
sculpture (see photo on page 150), a gift of the artist, 
C. W. Smith, and the architect, Children like its bright 


enamels, 
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two elementary schools 


Progressive Architecture 


The multipurpose building at Island Park School 
serves adults and others who use the adjoining park, 
as well as the occupants of the school. Here the 
exposed ceiling construction is painted pink. 


Among other services, this unit houses 
the main boiler room, whence hot 
water is delivered to the classroom 
building, and through a heat ex- 
changer, provides warm air. Also in- 
cluded here is the kitchen: food is 
placed in carts and wheeled to the 
classroom building; the children eat 
in their rooms, This eliminates the 
pressure and noise created by feeding 
children in masses; it reduces serving 
costs; and it requires classroom teach- 
ers to oversee eating as well as 
learning. 





Alt 
anc 
the 
in 

bui. 
sch 
that 
air 

nev 
is h 
that 
duc 
sche 
lead 
T 
ably 
scho 
builk 
read 
use 
than 
—an 
oper 
Sche 
tary 
and 

is be 
20 p 
ings. 
air ¢ 
cent 
sumn 
barg: 
“sum 
with 
ment’ 
remec 
eleme 
dition 
was | 
had t 
in the 
the h 
defeal 


* Consul 
York, N 















has school air conditioning arrived? 


by Henry Wright* 


Pioneer experiences at Alton, Illinois, indicate that air condi- 
tioning for schools is there to stay. Curiously, however, prog- 


ress toward the 12-month school was almost accidental in that 
city. Here, the author describes how Alton came to have its first 
air-conditioned school and reveals subsequent factors that have 


Alton, Illinois (20 miles above St. Louis 
and also on the Mississippi) has one of 
the few air-conditioned public schools 
in the middle part of the U.S., and is 
building another. Architecturally, neither 
school is highly significant, but the fact 
that Alton, having experienced school 
air conditioning will in all probability 
never build another school without it, 
is highly important. So, too, is the fact 
that this experience has already pro- 
duced distinct design changes in the 
school now under construction and may 
lead to more in future buildings. 

The basic reason why Alton will prob- 
ably go on building air-conditioned 
schools and actually has gone on to 
build a second one is easily stated. Al- 
ready, the school district is getting more 
use out of its first air-conditioned school 
than any of its 28 other school buildings 
—an additional seven weeks of capacity 
operation. This means that Eunice Smith 
School, which is operated as an elemen- 
tary school during the regular school year 
and as a summer school subsequently, 
is being used at peak efficiency—about 
20 percent more than most school build- 
ings. And since Alton has found that 
air conditioning adds less than 5 per- 
cent to the cost of a new school, such 
summer use looks like a real educational 
bargain. 

Like most communities, Alton has had 
“summer school” for the past 20 years, 
with increasing emphasis on “enrich- 
ment” courses for high-school students, 
remedial reading courses for those in 
elementary school, etc. Without air con- 
ditioning, the greatest number enrolled 
was less than 200, and classes often 
had to meet in the early morning, late 
in the evening, or out of doors to “beat 
the heat” (which never really admitted 
defeat). In the second year of air-con- 


* Consultant on Building Product Research, New 
York, N. Y. 


led him to predict that it will never have another without it. 


ditioned operation at Eunice Smith, more 
than 400 students were enrolled in sum- 
mer programs. Of this total, a majority 
were high-school students taking “enrich- 
ment” courses preparatory to college or 
technical schools, a few were high-school 
students with “make-up” problems, and 
almost 100 were elementary-school chil- 
dren acquiring improved reading habits. 
All paid tuition for this special summer 
instruction. 

By this use of new, air-conditioned 
space, Alton seems to have conjured 
away two obstructions to educational 
progress—the one which is believed to 
preclude more nearly full-time use of 
our educational plant—established vaca- 
tion habits—and the one which cautious 
school officials feel is an obstacle to 
the air conditioning of new school facili- 
ties—“What would you do about all the 
schools that aren’t air conditioned, espe- 
cially the newer ones?” 

Like many a workable solution of a 
complicated problem, the initiation of 
this piecemeal—but very real—progress 
toward the 12-month school was almost 
accidental. Eunice Smith School was 
planned to serve, in half its classrooms, 
the special needs of physically handi- 
capped children. In the use of these 
facilities, it was felt that the handi- 
capped children should have the oppor- 
tunity to attend school an extra month, 
to enable them more readily to keep 
abreast of their age groups. In actuality, 
this has not worked out exactly as 
planned—the disposition of the handi- 
capped children to prefer regular classes 
having been greater than was supposed. 
But the plan did lead to summer air 
conditioning, and to a contribution of 
$12,500 by a public-spirited Altonian to 
cover the cost of adding air conditioning 
to the Eunice Smith School building 
program. And, as the program for sum- 
mertime orthopedic classes tended to 






shrink (last summer there was only one 
such class), the increased popularity of 
the summer school more than took up 
the slack, with even the all-purpose room 
taken over for a class in typewriting. 


design changes 


By the time the next Alton school 
was under consideration—Gilson Brown 
School—this process had progressed so 
that the school board was beginning to 
think of a 12-month operation as a fu- 
ture possibility, and further expansion of 
the summer school as an immediate 
probability. The architects selected for 
the project, Keeney & Stolze, were in- 
structed to proceed on the basis of pro- 
viding year ‘round air conditioning, 
despite the fact that this had not been 
contemplated in setting up the bond 
issue for the school. 

With the provision of air conditioning 
almost a certainty, Keeney & Stolze de- 
cided on a north-south orientation for 
the classrooms, to minimize solar heat 
gain. They developed a cross-section 
employing north-facing clerestory win- 
dows to provide daylight in the central 
corridor, and borrowed daylight for the 
part of the classrooms furthest from 
the window walls. (In Eunice Smith 
School, which faced east and west, these 
needs had been met by plastic-dome 
skylights over the corridor, and glass- 
block toplights in the classrooms). Gen- 
erous overhangs were provided for both 
north and south windows, to control 
direct sunshine and sky glare, and the 
roof was surfaced with white-marble 
chips to reflect solar heat, 

Bids were taken for the building with 
provision for future air conditioning 
(i.e., air-conditioning-type unit ventila- 
tors, insulated piping, space in the boiler 
room for water chiller, etc.) and for the 
complete ‘with 


air-conditioning system 


chiller, water tower, and controls. On 
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materials and methods 


the basis of actual bid prices, completion 
of the air conditioning amounted to $.50 
per sq ft in the 7960 sq ft building. The 
provisions for future air conditioning 
included in the base bid were estimated 
by the architects to cost $.20 per sq ft, 
making the total air-conditioning cost 
over and above that of heating and 
ventilating—$.70 per sq ft. In the light 
of the experience at Eunice Smith, the 
school board decided to go ahead with 
air conditioning, especially since the 
total cost of the school ($14.44 per sq 
ft, including air conditioning and site im- 
provements) was low enough to provide 
two classrooms more than programed. 
Because of the precautions taken in 
the design to minimize heat gain, Gilson 
Brown School—with 13 classrooms, two 
kindergartens, and a multipurpose room 
—required only 75 hp of chiller capac- 
ity. These changes should also be re- 
flected in lowered operating cost, which, 
at the somewhat smaller Eunice Smith 
School, runs about $10 a day in mid- 


summer. 


future possibilities 


Superintendent Johnson of Alton School 
District is a convinced proponent of the 
12-month school program. He admits 
that he has not yet sold it to the people 
of his community, the school board, or 
even his staff, but he believes that Alton 
could save three or four million dollars 
over the next 10 years by changing to 
12-month operation and that people will 
eventually realize this. In fact, he has 
a way of putting the possibility that is 
not likely to be too popular with archi- 
tects: “If we would air condition all our 
schools, I don’t think we would have to 
build another one for 10 years at least 
—and believe me, that would be saving 
money!” 

Full of dynamite as this thought is 
for the average taxpayer, it seems much 
more likely that Alton will move in this 
direction by going on building air-condi- 
tioned schools and expanding its summer 
education program, along whatever lines 
attract the most interest and support. 
Thus, what is happening in Alton at pres- 
ent is not calculated to reduce the total 
expenditure for education, but to provide 
more education, more efficiently, to meet 
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a real demand. And, it seems more than 
likely that with the increased difficulty 
that high-school graduates are experi- 
encing in gaining admittance to the col- 
leges of their choice, community support 
for this kind of a program, with its need 
for more and better school facilities, will 





Built in 1957, the 12-room Eunice Smith 
School (above) was among the first in the 
mid-west to have summer air conditioning. 
Cost of air conditioning runs about $10 per 
day in mid-summer. 


Corridors in this school (below) are lighted 
by plastic-dome sky-lights with diffusing 
panels in the suspended ceiling. As a re- 
sult, officials point out, electric lights are 
seldom needed, Albert M. Goedde & Asso- 


ciates, Architects and Enginecrs. 


ce 


be forthcoming in Alton and elsewhere. 
If, within such a program, Superintend- 
ent Johnson finds it possible to initiate 
gradually some sort of staggered vaca- 
tion arrangement that relieves somewhat 
the pressure for new buildings—and he 
is probably ingenious enough to do so 


Piaget Studio 


Photos: 


North-south orientation of classrooms in Gil- 
son Brown School, being constructed in Alton 
(acrosspage), minimizes  solar-heat gain. 
Cress-section shows use of clerestory above 
built-in lockers to light cerridor. White- 
marble-chip roof surface further reduces air- 
conditioning load. Keeney & Stolze, Archi- 
tects. 
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—this may save money, over-all. But the 
principal significance of Alton’s new air- 
conditioned schools will probably remain 
that of providing more take-home learn- 
ing with greater efficiency—if only be- 
cause it costs so much more, in most 
cases, to add air conditioning to old 


buildings than to include it in new ones. 


field research arrangement 


In addition to providing what amounts 
to an experiment in educational tech- 
nique, the inclusion of air conditioning 
in Eunice Smith School provided a ready- 

















school air conditioning 


laboratory for the manufacturer of the 


air-conditioning equipment! to learn 


1 Herman Nelson School Air Systems Division of the 
American Air Filter Company. 
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materials and methods 


about its performance in a type of use 
with which there was little experience. 

Eunice Smith School, it should be 
remembered, was finished in 1957. At 
that time, the manuafcturer had already 
had a school air conditioner on the mar- 
ket for three or four years, developed 
primarily to meet the need for school- 
room ventilation in mild-climate areas— 
the southern part of the U.S. By 1958, 
this company had developed an improved 
air-conditioning unit ventilator for use in 
northern areas, and wanted to compare 
its performance with that of the earlier 
type of unit which had been installed in 
Eunice Smith School. 

School officials gave the company per- 
mission to replace one of the units in 
the school with the new variety, so that 


As 24-hr record shows (below), valve-controlled cooling unit proved 
to be less effective dehumidifier than later model tested. Gray tone 
indicates amount of dehumidification accomplished ; relative-humidity 
line reveals that unit did not succeed in lowering humidity below 


60 percent until after 3 p.m. 


comparisons could be made between re- 
sults in similar classrooms under actual 
operating conditions. Old hands at con- 
ducting searching investigations of heat- 
ing and ventilation in occupied school 
buildings,? these researchers installed 
recorders, strung a mile or so of thermo- 
couple wire around the building, re- 
arranged piping, and developed a tech- 
nique for scooting through pipe tunnels 
from point-to-point beneath the building 
by going “bellybuster” on a wheeled 
cart. 

What they wished to demonstrate, pri- 
marily, was the improved control of hu- 
midity achieved by their new unit® over 
their older equipment. In the older 
unit, the cooling effect was modulated, 
in response to the demands of the room 


2 January, 1956 P/A. 
3.4 HerNel Cool II and Amervent, respectively, 











thermostat, by the opening and closing 
of a valve controling the flow of chilled 
water through the cooling coil. This 
meant that, at times when the cooling 
load was not very great, the cooling coil 
tended to become gradually warmer and 
to have less and less dehumidifying 
effect, even though the need for dehu- 
midification, at such times, might still 
be considerable. In the new unit, the 
cooling effect was modulated by the 
opening and closing of a damper, con- 
troling the flow of air through the cool- 
ing coil (“face and by-pass control”). 
This meant that at times of minimum 
cooling, the coil remained just as cold, 
or actually somewhat colder than in 
times of maximum cooling, so that de- 
humidification remained at a maximum. 
There was no possibility of re-evapora- 
tion of moisture from the finned surface 
of the coil, with a resulting increase in 








Gray tone (bottom) indicates that damper-controlled cooling unit, 
with continuously-cold coil, nrovided more consistent dehumidifica- 
tion. This unit reduced classroom humidity to 55 percent shortly 
after 9 a.m. Both records were kept on same day, which was very 


hot and humidity control was difficult to achieve. 
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relative humidity and the likelihood of 
odor problems. The advantages of this 
type of control were fairly well known 
in large, central systems of the better 
type, but their realization along with the 
advantages of unitary, room-by-room air 
conditioning and wintertime ventilation 
cooling—so important in the school field 
—were practically unknown until the 
type of air-conditioning unit ventilator 
being tested was developed. 

At the 
hoped 


same time, the researchers 


to accumulate information of 
value to school air-conditioning engineers 
and school architects, by.comparing the 
various components of the actual cooling 
load found in the building under outdoor 
“design” conditions with the theoretical 
assumptions on which the sizing of the 
equipment was based. It was felt that 
in this way reliable guidelines might be 
laid down for architects of future air- 
conditioned schools, by showing the rela- 
tive importance of precautions taken to 
avoid excessive heat gain. 


research findings 


As an accompanying chart shows, the 
expected improvement in humidity con- 
trol due to “face and by-pass” control 
was fully documented by the tests. 
Analysis of the heat gain components, 
however, was complicated by a factor 
which the researchers had not antici- 
pated. It turned out to be the practice 
of Donald A. Keil, the school district 
engineer, to operate the air conditioning 
at Eunice Smith School continuously, 
rather than to shut the system down at 
This had a 


striking, unanticipated effect on actual 


night and over weekends. 


peak load on the air-conditioning equip- 
ment: it was a great deal less than had 
been assumed on the basis of regular air- 
conditioning design procedures. Where 
such procedures indicated a peak load 
for the fully-occupied east-facing class- 
rooms of 45,800 Btu’s per hour, the max- 
imum cooling actually done in an east- 
facing room on a day corresponding to 
the “design day” was less than 20,000— 
or only 43 percent of the design load. 
The striking difference between the 
anticipated and actual loading in this 
room—as determined by measuring the 
amount of cold water flowing through the 
unit and its rise in 
apparently due to the “flywheel effect” 
provided by the mass of the building, 


temperature—was 


which tended to cool to below 70 F at 
night and then gradually rise in tempera- 
ture during the daytime, absorbing a great 
deal of heat. Especially in the east-facing 
rooms, this tended largely to eliminate 
the theoretical peak load due to direct 
sunshine on the windows, since this hap- 
pened early in the morning when the 
rooms were just beginning to warm up. 
(The researchers had done nothing to cor- 
rect the tendency, which seems to be 
standard wherever air conditioning is first 
being used, to set the thermostats down 
and “keep the system working,” on the 
theory that if a little cooling is a good 
thing, lots of cooling must be better.) 
Testing was not possible in the west 
classrooms on the same basis as in those 
facing east, since these rooms were not 
ordinarily occupied in the afternoon. How- 
ever, it was apparent that much the same 
thing would have been true of the actual 
vs, theoretical load on that side of the 
building as was true on the east, since this 
part remained at almost night-time tem- 
perature throughout the morning and did 
not begin to warm up until afternoon. 
While deliberate advantage is some- 
times taken on this “flywheel effect” in 
sizing air-conditioning equipment in de- 
velopers’ houses, it is questionable whether 
this would be a good practice to follow 
in school buildings. Here somewhat more 
refined comfort standards are likely to 
assert themselves as teachers and pupils 
become more accustomed to summer cool- 
ing; and overcooling, which is essential 
to the realization of “flywheel” action, 
may be frowned upon. Probably the best 
answer is the one provided by Engineer 
Keil, who is glad that the cooling plant 
at Eunice Smith seems to be about 50 
percent oversize. “Why, I can add at 
least six rooms to that school any time 
I want, without changing a thing!” he 
asserts. From the research findings, he 
could do so tomorrow and no one would 


even notice the difference. 


conclusion 


In a number of ways, Alton’s pioneer 
experience with school air conditioning 
may be pointing the way for the rest of 
the country: (1) by showing how the 
typical community can make immediate 
use of air-conditioned educational space 
and thus 
which educational facilities are utilized; 
(2) by showing how little air condition- 
ing of new school buildings adds to their 


increase the efficiency with 


school air conditioning 


Calibration check on “directional thermo- 
pile” (above). Recorder in right background 
shows 32 F as thermopile is pointed at block 
of ice. Clocklike recorder is for room tem- 
perature and relative humidity. Water and 
flow meters were installed in pipe tunnel 
under three classrooms to register exact 
amount of “work” done by air-conditioning 
unit ventilators (below). Bucket collects 
condensate to determine proportion of cooling 
needed due to latent load and sensible load. 

















total cost (less than 5 percent, in the 
case of Gilson Brown); (3) by showing 
that air-conditioned school facilities are 
not expensive to operate (less than $1.00 
per classroom day, in hottest weather) ; 
(4) by showing how the first cost of air 
conditioning can be further reduced, in 
the case of schools, by thoughtful design 
and also by continuous operation of the 
air-conditioning plant, This is pretty much 
what has happened in one medium-size 
town as a result of what was largely an 
accident—but possibly a very fortunate 
accident for District 
and for other school districts throughout 


the country that are able to learn from it. 


the Alton School 
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acousto-electronic auditorium 


by Harry F. Olson* 


Too often, little attention is given to application of a sound 
system in a room or auditorium, when in the design stage; 






later, provision of the sound system results in one unco-ordi- 
nated with acoustics and architecture of its enclosure. De- 
scribed here is an acousto-electronic auditorium which was de- 


Sound-reinforcing systems are almost uni- 
versally employed for reinforcing speech 
and music in all types of rooms and 
auditoriums. It has been established that 
these systems are an absolute require- 
ment for overcoming the inadequate 
acoustical characteristics of the enclo- 
sures, For example, in the case of large 
auditoriums, sound-reinforcing systems 
are necessary because the speech power 
of the speaker is inadequate to provide 
a satisfactory listening level. In the case 
of small rooms, sound reinforcing is re- 
quired to override the high ambient-noise 
level and excessive reverberation time. 
In general, very little consideration is 
given to the application of sound sys- 
tems in rooms and auditoriums when the 
structures are in the design stage. The 
usual procedure (although undesirable) 
is to design and build the structure and, 
then, suddenly find that the acoustics of 
the enclosure require the addition of a 
sound-reinforcing system. As a_ conse- 
quence, the provision of the sound sys- 
tem becomes a crash project, and the re- 
sulting system is unco-ordinated with the 
acoustics and architecture of the enclo- 
sure. The over-all performance is less 
satisfactory than would have been the 
case had the design of all elements of 
the acoustical project been planned to- 
gether. From the foregoing, it is evident 
that the logical procedure is to design 
the auditorium and its sound-reinforcing 
apparatus as an integrated system. When 
this is done, the acoustics of the elec- 
tronic sound system are correlated with 
the acoustics of the enclosure. The sys- 
tem which results from this procedure 
may be termed an acousto-electronic one. 
It is the purpose of this paper to de- 
scribe an acousto-electronic auditorium 


* Director of Acoustical and Electromechanical Labora- 
tory, RCA Laboratories, Princeton, N. J. 


signed as a part of RCA Laboratories in Princeton, New Jersey. 


that has been designed as a part of RCA 
Laboratories of Princeton, N.J. 


general considerations 


The utilitarian specifications describing 
an auditorium for RCA _ Laboratories 
were as follows: a seating area of 2000 
sq ft for a seating capacity of 300 per- 
sons on nonfixed collapsible chairs, and 
a stage with dimensions of 42 ft in width 
and 13 ft in depth. In order to conserve 
space and reduce cost, it was desirable 
to confine the height of the auditorium 
to 11 ft. Satisfactory sound level over 
the entire audience area can only be ob- 
tained in an auditorium with this low 
height when a sound-reinforcing system 
is employed. A particular specification 
called for a sound pick-up system which 
would not require the wearing of a per- 
sonal microphone. It was also decided 
that all of the electro-acoustic elements 
should be concealed from view. Further- 
more, the performance of the sound sys- 
tem should be such that it would provide 
natural sound reproduction from the 
standpoints of sound level, frequency 
range, and sound distribution. A further 
requirement was that the sound system 
should perform without a human monitor 
in attendance. 

The shape, dimensions, acoustics, and 
electronics of an acousto-electronic audi- 
torium satisfying the specifications and 
requirements outlined above are shown 
(Figure 1). Sound treatment is provided 
on all walls and ceiling. The stage floor 
is carpeted for sound absorption and 
footstep-noise reduction. The sound ab- 
sorption was selected so that a rever- 
beration time of .6 sec in the mid-fre- 
quency range would be obtained. This 
amount of sound absorption provides 
adequate ratios of direct to reflected 
sound, both at the microphones for the 
original sound and at the listener for the 












sound reproduced by the loudspeakers. 
Six microphones are located behind a 
perforated ceiling to pick up the sound 
from the speaker at any location on the 
stage. Twenty loudspeakers are located 
behind perforated sections of the ceiling 
to provide reproduced sound coverage of 
the audience area. A delay system is 
introduced between the microphones and 
loudspeakers in the auditorium to pro- 
vide improved intelligibility and the illu- 
sion of realism in reproduced sound. 
Loudspeakers are also provided back- 
stage and in the control room. Details 
of the acousto-electronic auditorium will 
be described in the sections that follow. 


acoustics of the auditorium 


Plan and longitudinal section of the audi- 
torium are shown (Figure 1). The sound- 
absorbing material for the ceiling con- 
sists of perforated-steel sheet and two in. 
of mineral insulation. Between the acous- 
tical material and the masonry roof is 
a space of about two ft to improve the 
sound absorption in the low-frequency 
range. The sound-absorbing material for 
the side walls consists of perforated as- 
bestos-cement panels and two in. of 
mineral wool. Average spacing between 
acoustical material for the walls and the 
masonry walls is about three in., and 
serves also to improve the sound absorp- 
tion in the low-frequency range. The 
broadloom carpet for the stage is laid on 
one-half in. of hair-felt cushioning. Sur- 
faces of the back wall are inclined at 
two different angles to reduce specular 
reflection from the back wall. The abuse- 
resistant wainscot of asbestos-cement is 
mounted so that the panels may vibrate 
and thereby provide additional low-fre- 
quency absorption. Vibration damping 
for the panels is provided by two in. 
of mineral wool placed behind the pan- 
els. The floor in the audience area of 



















the auditorium consists of asphalt tile 
on a concrete floor. A smoothed out rever- 











beration-frequency characteristic of the 
auditorium is shown (Figure 2). The 
reverberation-frequency characteristic il- 
lustrated agrees with the generally rec- 
ommended optimum characteristics for 
an enclosure of this volume, 

The main walls, ceiling, and floor are 
constructed of heavy masonry. The aver- 
age transmission loss provided by these 
walls is 55 db. As a result of the large 
reduction provided by the walls and the 
low noise of the adjacent rooms, the 
ambient-noise level in the auditorium 
without an audience is only 30 db. 












































sound-reinforcing system 






































Sound is picked up by means of six bi- 
gradient microphones, with the output of 
Figure 1 each microphone fed to an attenuator. 
The output of the bank of six attenu- 
ators is fed to a common power amplifier. 
Two of the low-power amplifiers are 
coupled directly to separate power ampli- 
fiers. One of the power amplifiers is 
coupled to the two loudspeakers in the 





SECTION 





back room. The remaining five low-power 








amplifiers are connected to the remain- 











ing power amplifiers through a delay 
system. The five power amplifiers are 
ee! connected to the five banks of loud- 
speakers in the auditorium. The delay in 
each link is about 10 milliseconds greater 

















than the transit time of the sound in 


























air to each bank of loudspeakers. By the 











| 
| 

} 
} 


introduction of progressive delay to each 








a poe 4. aa : transverse bank of loudspeakers, the first 
is the 


Anaquency in cycles par second sound which the listener hears 


direct sound from the original source of 








Figure 2—Reverberation time-frequency characteristic of auditorium. sound on the stage. It has been estab- 





lished that the apparent source of a 

series of sounds carrying the same in- 

formation is determined by the first 

sound which the listener hears. There- 

fore, under the above conditions the 

Figure 3—Sectional view of microphone trough. sound will always appear to come from 
the stage. 

The RCA BK10 Bigradient Uniaxial 
Microphones! used to pick up the sound 
are located behind the perforated-metal 
screen which constitutes the ceiling of 
the stage. The microphones are placed 
in two troughs constructed of hair-felt 
cushioning. A_ sectional view of the 
microphone and acoustical arrangement 
is shown (Figure 3). The response-fre- 


1 Olson, Preston and Bleazey, RCA Review, Vol. XVII 
No. 4, p. 522, 1956. 
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materials and methods 


quency characteristics of the BK10 
Microphone for sound incident at angles 
of 0, 45, 6744, 90, and 180 degrees are 
shown (Figure 4). These characteristics 
show that there is little frequency dis- 
crimination over the useful pickup angle 
of the microphone. 

The polar directional patterns of the 
BK10 Microphone for 200, 1000, and 4000 
cycles are shown (Figure 5). These di- 
rectivity patterns and the response-fre- 
quency characteristics (Figure 4) show 
that there is a high order of discrimina- 
tion for the sides and the rear hemi- 
sphere in the mid- and low-frequency 
ranges. It is in the region below 2000 
cycles that practically all of the difficulty 
due to reverberant and other undesirable 
sound occurs. The operation shifts from 
the two uniaxial microphones in second- 
order gradient operation to the single 
uniaxial microphone in first-order opera- 
tion in going from the low-frequency 
range to the high-frequency range. By 
the use of diffraction phenomena, it 
would be a comparatively simple task to 
develop a microphone with a sharper 
directivity pattern in the high-frequency 
region for use in the front uniaxial micro- 
phone, if this appeared desirable. In this 
connection, in actual operation the broad- 
er directivity pattern in the high-fre- 
quency range does not appear to be an 
objectionable feature. As a matter of 
fact, it appears to be desirable, because 
it adds a tinge of brightness to the re- 
produced sound. 

Measured response of the BK10 Micro- 
phone to random sounds in the frequency 
range below 2000 cycles is 1/9 that of a 
nondirectional microphone. The __in- 
creased directional efficiency makes it 
possible to employ a pick-up distance 
three times that of a nondirectional mi- 
crophone, and 1.7 times that of a uni- 
directional microphone with a cardioid 
directional pattern. 

The high directivity exhibited by the 
BK10 Microphone provides sufficient dis- 
crimination against unwanted sounds for 
the desired sound to be picked up over 
the relatively large pick-up distance. A 
consideration of the directivity pattern 
of the microphone (Figure 5) and the 
height of the microphone above the 


sound-source plane show that each mi- 
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Figure 4—Response frequency characteristics 
of BK10 microphone for sound incident at 
angles of 0, 45, 6742, 90, and 180, with respect 


to cylindrical axis of the microphone. 
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Figure 5—Polar directional patterns of BK10 
microphone for 200, 1000, and 4000 cycles. 


Figure 6—Sectional view of cabinet for SL12 
loudspeaker. 
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FRONT VIEW 


acousto-electronic auditorium 





crophone will cover an area of about 100 
sq ft; therefore, six microphones cover 

the entire stage area. 
Each of the loudspeakers used to re- 
produce the sound is located behind a 
one-ft section of perforated-metal ceiling 
surface identical to that used to cover 
the absorbing material. A sectional view 
of the loudspeaker arrangement consist- 
200 m 600 1000 ange ing of the RCA SL-12 Loudspeaker cov- 
agua Ln cycle por seca ered by perforated metal is shown (Fig- 
Figure 7—Response frequency characteristics of SL12 ure 6). The cabinet is lined with hair- 
loudspeaker. A Without perforated screen in front of felt cushioning one in. thick to provide 
loudspeaker, B With perforated screen. damping of the cabinet volume. The re- 
sponse frequency characteristics? of the 
SL-12 Loudspeaker mounted as illus- 
trated, and without the perforated metal 
in front of the loudspeaker, are shown 
(Figure 7). It will be seen that the loud- 
speaker covers a frequency range from 
50 to 15,000 cycles. The attenuation in- 
troduced by the perforated metal is negli- 
gible. The polar directional patterns of 
the SL-12 Loudspeaker for the frequen- 
cies 500, 1000, 5000, and 10,000 cycles 
are shown (Figure 8). A consideration 
of the directivity pattern of the SL-12 














Figure 8—Polar directional patterns of SL12 loud- 
speaker for 500, 1000, 5000, and 10,000 cycles. 








Loudspeaker and the height of the loud- 
speaker above the listening plane, shows 
that each loudspeaker will cover an area 
of about 80 sq ft. Therefore, 20 loud- 
speakers cover the active listening area 





of the auditorium. 

It has been established that if there 
are several sources of sound, identical in 
content and with the same amplitude (or 
a variation in amplitude within limits) 
but displaced with respect to time, the 
sound will appear to come from the 
source which leads in time. For example, 
if the delay is 10 to 25 milliseconds, the 
sound level of the delayed sound must 
be more than 10 db higher than the un- 
delayed sound befove the source appears 
to be the delayed sound. Thus, it will be 
seen that if the appropriate delay is in- 
troduced in the reproduced sound, the 








RESPONSE DB 





5000 CYCLES 


source will appear to be the original 
source sound. It has also been estab- 
lished that, besides an improvement in 
the illusion of the reproduced sound, the 
introduction of delay also gives an im- 
provement in intelligibility. 

There is a delay system in each of the 





five channels feeding the five rows of 
7 Olsom and Preston, Radio and Television News, 
10000 CYCLES Vol. $1, No. 2, p. 69, 1954. 
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materials and methods 


loudspeakers in the auditorium. The de- 
lay time in each of these channels should 
be greater than the difference between 
the transit time te the listener of the orig- 
inal sound and the reproduced sound. 
This difference should be in the order of 
5 to 25 milliseconds. It happens that the 
difference between the original and re- 
produced sound for the bank of loud- 
speakers nearest to the stage is more 
than 5 milliseconds. Therefore, a delay 
is not required in this channel. Further- 
more, one delay can be used for channels 
two and three, and another for channels 
four and five and still remain within the 
limits of 5 to 25 milliseconds, between 
original and reproduced sound (Figure). 

Two different types of delay systems 
have been employed for providing the de- 
lay: a magnetic-tape reproducer with 
spaced recordings and _ reproducing 
heads, and an acoustic delay consisting 
of a loudspeaker coupled to a pipe along 
which microphones are spaced. The mag- 
netic-tape delay system is essentially a 
magnetic reproducing system, with two 
reproducing channels having the repro- 


ducing heads separated from the record- 





ing head. The delays required for chan- 
nels two and three, and channels four 
and five, are 40 and 60 milliseconds re- 
spectively. The tape speed is 30 in. per 
sec. Therefore, the two reproducing 
heads are spaced 1.2 and 1.8 in. from 
the recording head to provide the de- 
sired delay. 

In the acoustic-delay system, a horn- 
loudspeaker mechanism is coupled to a 
pipe. Two ribbon-type microphones are 
located in the pipe and reproduce the 
sound transmitted down the pipe. Delays 
of 40 milliseconds for channels two and 
three, and 60 milliseconds for channels 
four and five, require a spacing of the 
microphone units from the loudspeaker 
mechanism of 44 ft and 66 ft respective- 
ly. Considerable high-frequency compen- 
sation is required to overcome the at- 
tenuation in the pipe. However, due to 
the small sound power required to obtain 
a high sound pressure in a pipe, the 
frequency compensation is not a difficult 
problem. The advantage of the acoustic- 
delay system is the relatively high ratio 
of signal to noise. 

A monophonic/stereophonic phono- 
graph and magnetic-tape reproducers are 
provided for the reproduction of discs 


and magnetic-tapes. Monophonic sound 
is reproduced through the auditorium 
sound system. Stereophonic sound is re- 
produced through two RCA LC1A Loud- 
speakers located on the stage. 


operation and performance 


The sound-reinforcing system is operated 
so that the sound level in the seating 
area is about equal to that of the direct 
sound from a person speaking at a dis- 
tance of three ft. The speaker can be 
picked up over the entire area of the 
stage with no appreciable variation in 
level or quality. The convenience and 
mobility afforded by the speaker not hav- 
ing to wear a personal microphone are 
outstanding and desirable features. It is 
not necessary to maintain continuous, 
manual monitoring—after the controls 
are set, the sound reinforcing system 
operates without further attention. The 
combination of a low-level sound-rein- 
forcing system, constant efficiency of 
sound pick-up over the stage area, uni- 
form distribution of reproduced sound in 
the auditorium, and a progressive delay 
system provides a sound-reproducing sys- 
tem in which one is not aware that the 


original sound is reinforced. 
























Photo of stage section of acousto-electronic 
auditorium (above). View shows arrangement 
of perforated asbestos-cement panels on the 


side walls (right). 
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acousto-electronic auditorium 
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Figure 9—Schematic diagram of sound-rein- 
forcing system of the acousto-electronic audi- 


torium employing two delay systems. 


A photograph of back wall, with surfaces in- 
clined at two different angles to reduce specu- 
lar reflection (left). Control room of acousto- 
electronic auditorium (below). 
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Windows and Curtain Walls 


* Offered in either system you prefer 


— in depth of 17/2" to 77/2" 


Bayley Curtain-Wall Systems, of standard design, 
are readily adaptable to a wide variety of arrange- 
ments of fixed or ventilated window units and 
choice of decorative panels. They permit the de- 
signer full latitude to exercise his preference in 
wall treatment without costly, special custom 
designing. 

Through experience gained in 30 years of de- 
signing outstandingly successful curtain-wall jobs, 
Bayley is also able to offer you those important 
extra features in design, construction, appearance 
and service so vital to a satisfactory finished 
curtain-wall installation. 

By relying on Bayley you have the benefit of a 
staff of experienced Curtain-Wall engineers ready 
to closely work with you from the earliest planning 
stages to the final occupancy of the finished build- 
ing project. Also, you have the extra safeguard that 
goes with centralizing responsibility — from de- 
sign inception to actual installation — with a finan- 
cially sound organization that has an 80-year-old 
reputation for reliability. 

Call in your Bayley District Office — or write 
Bayley Home Office at Springfield — on your next 
project. 


The WILLIAM BAYLEY Co. SPRINGFIELD, OHIO 
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A truly unique, completely random 
pattern that bDiends into an all-over 
é ffect to complement any 

) design or decorative theme 


FORESTONE STARLITE 
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Now you can specify Forestone*, the original fissured woodfiber 
acoustical tile, in a broad range of patterns and textures. These 
new textures give you more flexibility of design in which to create 
the ceiling harmony, contrast or special effects you conceive. Which- 
ever Pattern you choose, you always get Forestone’s well known 
permanent beauty, efficiency and economy. 


Walter Dorwin Teague and Associates, leading designers and research specialists, 

were commissioned to create these new Forestone textures to bring new concepts 

of noise controlled beauty into the homes, offices, commercial and industrial 
Walter Dorwin Teague structures you design. 
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EFFICIENCY. The deep-etched tile surface absorbs up 
to 70% of the sound that strikes it, provides perma- 
nent noise control and an extra dimension of beauty. 
FIRE RESISTANT. Soft-white finish is flame resistant, 
meets Class C requirements of Federal Specifications 
SS-A-118b, and provides excellent light reflection. 
EXCLUSIVE BIOTOX process protects tiles from ter- 
mites, dry rot and mold. 

SIZES & EDGES. New patterns are available in 12” x 
12” sizes with butt-joint or flange-joint edges. The 
original Forestone pattern is also available in 12” x 24” 


with flange-joint, and in ceiling board sizes. 
APPLICATION. Butt-joint tiles may be applied by nail- 
ing, cementing or mechanical suspension. Flange- 
joint tiles are stapled to furring strips. 
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MOUNTING DETAILS 









SIMPSON’S COMPLETE LINE OF 
ACOUSTICAL MATERIALS 


Forestone patterns provide attractive textured sur 
faces for beautiful, efficient and economical sound- 
conditioning. 

Standard Drilled Tile features a smooth surface, 
Hollckore drilling and a washable surface. 


Random Drilled Tile combines a full random pat 
tern with three different hole sizes and satin-smooth 
surface. 

Forestone Ceiling Board panels fit suspension sys- 
tems for quick access to overhead equipment. 
Roof Decks with Forestone and Standard Drilled 
surfaces combine acoustical efficiency, high insula- 
tion value and sturdy structural support for open 
beam applications. 

Fissured Mineral Tile is spun from natural rock 
fibers into beautiful, incombustible, highly efficient 
tiles. 

Metal Acoustical Units snap into metal suspension 
systems for easy overhead access. 

Perforated Cement Asbestos Board and Hard- 
board are durable, practical facings for use with 
sound absorbing backing. 



























Application by nailing to 
wood furring strips. 





Application by cementing to 


solid backing 
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This full range of acoustical materials, plus the 
skilled training and wide experience of Simpson 
Certified Acoustical Contractors is your assurance 
of efficient and economical installations for all your 
requirements. 



















Application by stapling to 
wood furring strips. 


Application by mechanical 
suspension (H & T) system. 
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SOUND ABSORPTION COEFFICIENTS 




















FOR ALL YOUR SOUND 
CONDITIONING NEEDS 


SIMPSON LOGGING COMPANY 
Shelton, Washington 


SACMP 97/2091 Litho in U.S.A. on Simpson Coated Offset (C2S) 80# 
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Barbara J. Melnick remodeled kitchen/dining area 


With notable skill, Architect Keith Kolb remodeled a small kitchen, using 
simple and elegant materials and adroit lighting to create an exceptional sense 
of order and space. The existing Pruzan kitchen in Seattle, Washington, had 
inadequate lighting and storage, counter, and dining space. Wall areas were 
wasted and space relationships were clumsy. All doors between rooms now 
save space, folding into narrow panels or sliding into the wall. 

The clients wanted a kitchen that would be open to the dining and living 
rooms but also concealed from view. An excellent solution, the walnut divid- 
ing wall, provides storage accessible to both kitchen and dining room; opens 
the kitchen through a buffet counter; and preserves visual privacy when 
closed. Walnut kitchen cabinets, like the client’s furniture, are complemented 
by white counters and flooring. Elegant and simple, these furnishings make 
the kitchen, opened, part of the living area. 

Lighting increases the feeling of space. Indirect lighting floods the ceiling 
perimeter, counters, and walls with warm white light, enlarging the small 
space. Seen from the dining room, the kitchen seems friendly and enticing 
when the far counter is illuminated; or the buffet counter alone may be 
accented and the rest of the kitchen lost in darkness. 

The new breakfast nook was extended onto the existing deck for the superb 
view to the east. Its built-in dining counter, with shallow drawers for storing 
silver, napkins, placemats, is also a buffet for serving to the deck. A plastic 
blind cuts the direct early morning sunlight. 


Photos: Dearborn-Massar 
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kitchen: dining wall 


client 

location 

architect 

heating engineer 


Litho in U.S.A. on Simpson Coated Offset (C2S) 804 


Mr. & Mrs. Carl Pruzan 
Seattle, Washington 
Keith R. Kolb 

Richard Stern 





Walnut flush doors (replacing a fixed wall), when 
closed, create a handsome dividing wall which con- 
ceals kitchen from dining and living rooms. Walnut 
cabinets elegantly furnish the kitchen which, viewed 
through the open buffet counter, becomes part of 
the dining room and extends the space. Special light- 
ing effects increase the sense of depth. Opened 
doors give the dining room access to storage. 
Silver drawers are trays reached from either side. 
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Pattern No. 9337: Color No. 300 

































your identity in carpet... 












The new Brown Palace West in Denver is a breathtaking addi- 
tion to the 67-year-old Brown Palace Hotel “landmark.” This 
modern architectural skyscraper has the look of tomorrow yet 


Above and below: Pattern No. 6052: Color No. 608 
is deep-steeped in Western tradition. Careful planning proved F 7 


ii to be the keynote for the entire structure. Architects Havens- 
| Batchelder and Holmes Contract Division held creative consulta- 
tions in which practical solutions were worked out graphically. 
All carpet was woven by Holmes on a modular basis to exactly 
fit rooms, hallways and lobbies with the result there was less 





than a 2% waste in yardage. To solve the unique traffic prob- 
lem posed by roll-away studio beds, Holmes Contract Staff 





developed a carpet with a pile that offers maximum resistance 


to this extreme wear. 


Here’s another case where Holmes Contract Division solved a 
series of carpeting problems, quickly and knowingly. For the 
name of the contract dealer nearest you, call or write Archibald 


Holmes & Son, Erie Avenue & K Street, Philadelphia 24, Pa. 


Now in our second century of fine carpet weaving. 


Aslibidd elms éohn 
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PERMATITE 


and Doors 








FOR THE NEW CHASE MANHATTAN BANK BUILDING 


NEW YORK CITY 
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IN ALUMINUM 
by 


GENERAL BRONZE 


Have you ever wondered why so many architects of large and 
important buildings —such as the new Chase Manhattan Bank 
Building pictured here — specify “curtain walls by General 
Bronze”? The answer is relatively simple. In a single word it's 
DEPENDABILITY. These architects have learned from experi- 
ence that they can depend on GB for a 100% satisfactory job in 
every respect. No headaches, no worries ...no complaints .. . 
no regrets. 

GB's vast experience in curtain walls — aluminum, bronze ox 
stainless steel — shows up in the designing, the engineering, the 
fabricating and in the erection. This all adds up to complete sat- 
isfaction for the architect, the general contractor and the owner. 
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To make sure your next curtain wall job will go easier, call in 
the General Bronze representative right at the start. He can 
help you save valuable time and money. Our catalogs are filed 
in Sweet's. For a file copy, address Dept. PA-5911. 


Chase Manhattan Bank Bidg., New York City 
Architects: Skidmore, Owings & Merrill 
Contractors: Turner Construction Co. 








GENERAL BRONZE 


ole) — Tle) 7+ ae) eee end 2) ee rr 
SALES OFFICE: |OO PARK AVE.. NEW YORK. N.Y 


PERMATITE DIVISION — Custom-built Windows, Curtain Walls, Architectural Metal Work and Revolving Doors. ALWINTITE DIVISION—Stock-size Aluminum Windows 
STEEL WELDMENTS, INC. DIVISION— Custom fabrication in Steel and Iron. 





and Doors. BRACH MFG. CO. DIVISION—Radio, Television and Electronic Equipment 
































on Duprin, PULL BARS 











@ Von Duprin pull bars are al] extruded aluminum or bronze. illustrated above: all extruded aluminum 
Here is a fully versatile line: reversible . . . no resizing necessary modern design with extended and engraved 
. modern or matching designs, each with studs to anchor A? or 88 grips. Catalog number E282-ENG. on active 


Von Duprin rim devices ... plain or engraved grips are curved door; E282DT-ENG. on inactive door. 


to fit the hand—safely. Matching push plates and pulls available 
for vestibule doors. Complete details are yours for the asking; write 


for Bulletin 576. 





VONNEGUT HARDWARE CO. + VON DUPRIN DIVISION + INDIANAPOLIS, INDIANA 
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All the wonderfu/ warmth of wood 
/s best expressed in redwood 


RESAWN REDWOOD has a rough, decorative texture that is naturally warm and inviting. For this 
reason, and because of redwood’s inherent resistance to weather, decay, termites and fire, this 


versatile material is frequently specified for commercial buildings as well as for fine homes. 





CALIFORNIA REDWOOD ASSOCIATION 
576 SACRAMENTO STREET - SAN FRANCISCO 11 


CERTIFIED KILN DRIED REDWOOD 



































Don’t worry... 
this glass can take it : 


eeeeveeveveeveeneeveeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeee2e8 


You can save a lot of money in repair and replacement bills, 
if you use Tuf-flex® tempered plate glass. It’s 3 to 5 times tougher 
than regular plate glass of the same thickness. Yet it’s as clear 
as any fine plate glass. 


When impact is powerful enough to break Tuf-flex, it tends to 
fall into small crystals. The resistance of Tuf-flex to breakage is 
a safety factor which recommends it particularly for windows 
facing playgrounds and for corridor windows. 


That’s why Tuf-flex is specified for so many new schools. 
Consult your local Libbey’-Owens-Ford Glass Distributor or 
Dealer (listed under “‘Glass’’ in your phone book Yellow Pages). 


sw 


TUF-FLEX GLASS 


LIBBEY-OWENS-FORD a@ Gneat Name in Glaso 
TOLEDO 3, OHIO 
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Yes 
Seats ‘‘Take Off’’ 








Boeing Selects 
Olsonite No. 42 Seats 


The most modern and most Juxurious airliner to fly 
America’s airways is the Boeing 707 Jet Airliner. 
Besides its amazing four and one-half hour flight 
time, New York to California, this new jet airliner 
features the finest appointments, the most comfort- 
able and luxurious interiors air passengers have ever 
enjoyed. 

In keeping with their high quality standards, 
Boeing selected Olsonite No. 42 Seats. These Olsonite 
Seats offer an outstanding record of permanence 
and attractiveness. Made of one material—all the 
way through—there is no applied finish to crack, peel 
or wear away. 

For complete Olsonite catalog, please address your 








inquiries to: 


Vs 


SEATS 


= 


SWEDISH CRUCIBLE STEEL COMPANY © 8801 Conant nant Avenue, Detroit 111, Michigan 
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“We use luxurious, long-lasting 
Gulistan carpet 





says CHARLES S. THOMAS, 
President, Trans World Airlines, Inc. 























in our new TWA Jets? 





TWA Boeing 707, world’s largest and fastest Jetliner. Custom carpet by Gulistan Design Department. 


“They're right up there with the Jet Age, 
luxurious Gulistan carpets. Their luxury lasts. 
And there’s an extra bonus in the lower upkeep.” 

With all these advantages—beauty, long wear, 
permanently mothproof — Gulistan needs so lit- 
tle care it cuts costs of floor maintenance up to 


50% over other kinds of flooring. In limitless 
colors and original designs. Ask your Gulistan 
dealer about them. Or let us work out a one-of- 
a-kind design carpet for you. 


More distinguished hotels, theaters, restaurants, 


banks choose Gulistan than any other carpeting. 


Write: Commercial Department PA-II, A. & M. Karagheusian, Inc., 295 Fifth Avenue, New York 16, N.Y. 
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ZG a 20-year bonded 


ASPHALT roof applied by 
Barrett Approved Roofers 


The Barrett ‘“‘Anchorbond”’ Roof is ready now! Develop- 
ment of a suitable asphalt—involving improved methods 
of quality control—now makes it possible for Barrett to 
extend its famous bond to asphalt built-up roofing for 10, 
15, or 20 years. ‘“‘Anchorbond”’ Roofs, applied by Barrett 
Approved Roofers, receive the same careful inspection serv- 
ice by Barrett trained inspectors, before, during and after 
installation, that is given to the famous Barrett SPECIFI- 
CATION® and BLACK DIAMOND® Bonded Roofs. 

The ‘“‘Anchorbond”’ Roof utilizes Barrett asphalt felt 
with the newly-formulated ‘‘Anchorbond” Cement—a 
high-grade asphalt for the construction of flat built-up slag 
or gravel-surfaced roofs. ‘“‘Anchorbond’”’ Cement has good 


OTHER BARRETT BUILDING MATERIALS: 


ASPHALT SHINGLES e ROLL ROOFINGS e 
FIBREBOARD PRODUCTS e INSULATION e 
GYPSUM PRODUCTS e PROTECTIVE 
COATINGS AND CEMENTS. 





*Trade Mark of Allied Chemica! Corporation 


ROOK 


BARRETT DIVISION 


trouble-free performance 
backed by Barrett’s famous 
complete roof inspection service! 


body to assure waterproofing between the layers of felt, 
and meets Barrett’s strict low-water absorption standards. 
It has excellent adhesive and self-sealing characteristics, 
and its weathering stability is such as to anticipate trouble- 
free service for the duration of the bonded guarantees. 

You can now specify the new ‘“Anchorbond”’ Roof with 
full confidence that it’s the equal of the best asphalt flat 
roof available anywhere. And it’s backed by Barrett—-the 
critical standard in built-up roofing for 105 years—the 
same manufacturer that offers the unique 25-year bonded 
SPECIFICATION® Pitch and Felt Roof, and the BLACK 
DIAMOND® Pitch and Felt Roof bonded for 10, 15, or 
20 years. 


llied 
| hemical 


40 Rector St., New York 6, N.Y. 
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Draftiess Anemostat Air Diffusers 
at Sterling and Francine Clark Art Institute 
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The photograph above illustrates an Anemostat 
Straightline Air Diffuser installation in the gallery 
design of the Sterling and Francine Clark Art Institute 
at Williamstown, Mass. The conditioned air is supplied 
through Straightline Diffusers located on all four sides 
of the gallery. The diffusers not only draftlessly intro- 
duce conditioned air into the gallery, but also blend 
into the architectural design. 

Anemostat, Round, Square and Straightline Diffusers 
for conventional or high velocity systems are adaptable 
to a wide variety of architectural designs. 

Write for Selection Manual No. 60, which gives 
data on Anemostat’s wide range line of air diffusion 
equipment. 


ANEMOSTAT. 


DRAFTLESS 4spirating AIR DIFFUSERS 
ANEMOSTAT CORPORATION OF AMERICA 
10 East 39th Street, New York 16, N. Y. 
Representatives in Principal Cities 


AC-1356 
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<> SHARON O20 STEEL 


Sharon Steel Corporation, Sharon Pa. 


Walter Dorwin Teague Associates say . . . ‘‘The problem inherent in store front 
design is the constant need as a requirement of competition for new fresh solutions. 
Using Sharonart* textures with patterns peculiar to the character of a particular shop, 
a harmonious new design and individual effect is achieved. Its use in stainless 
minimizes maintenance, eliminates refinishing, guarantees long life. 


esigns unique, harmonious store fronts 
of SHARONART™ Stainless steel 


Sharon’s exciting new textured 
surface steel, Sharonart*, and its 


many inherent characteristics makes possible in this application a new, fresh 
solution to competitive store front designs. 


Sharonart* stainless steel panels, for instance, are used here to achieve an 
attractive 3 dimensional frame—separating the shop from its neighbors. These 
same panels are used as a ceiling extending through the glass front and into 
the shop where it becomes a perforated acoustical ceiling. Here Sharonart* 
combines beauty in depth with practical weather resistance, minimum 
maintenance and long life. 


Used again by Teague for rolled store front sections framing the glass front, the cut 
flower refrigerated case and the skylighted ‘‘green house”’ over the rear half of 

the store, Sharonart* combines functional rigidity and minimum distortion 

with a rich, modern attractiveness. 


Sharonart* patterns available on stainless or carbon steels are limited only by the 
designer’s imagination. Sharonart* can be painted, metalized, plasticized, or 
plated for an infinite variety of color and texture combinations. 


Tolerances, designs and finishes can be controlled. Sharonart* is lower in cost than 
many other building materials. No elaborate installation techiques are required. 
Sharonart* literature and samples are yours for the asking. 
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DOOR HOLDERS 


*overhead means out-of-the-way... 


no stumbling hazards—no interference with cleaning 










aGJ 100 
concealed surface type 
(non-handed) (handed) 
for single and double acting 
doors. | he finest in appearance 
and long, trouble-free wear. 










4GJ ARISTOCRAT (non- 
handed) for single acting 
doors. Ruggedly built for hard, 
practical usage. 








GJ 80) (handed) for single 
acting doors. For moderate 
cost installations. 











4 GJ 70 (non-handed) for 
single acting doors. |nexpen- 
sive for low-cost installations. 





GJ 300 and GJ 500 series» 
(non-handed) concealed for 
single and double acting interior 
doors. Surface type for single 
acting doors. Spring cushion 
types and friction holder type. 


“‘Life of the building” GJ Overhead Door Holders are made of 
highest tensile strength alloys requiring minimum maintenance or 
replacements. They have built-in shock absorbers to cushion the 


stop and are made in various sizes for any width door. 








HOLD THE Write for complete details and templates. 
DOOR...ni- GLYNN* JOHNSON CORP. 


CUSHION 
THE STOP... 





silently absorbing open engages mn J 
the shock of vio- silently . . . holds 4422 no. ravenswood ave. « chicago 40, ill. 
lent openings. a ... releases 

easily. 
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STAR 


THE HIGH QUALITY STRUCTURAL GLAZED TILE 


This striking interior wall has many 
unusual features... the random 
ashlar pattern is created with Stark 
Structural Glazed Tile using 
standard sizes and colors. This 
means unmatched economy, 
beauty and durability. The 
aquarium and unusual accordion 
contour also point out the 


versatility you gain when you 


specify Stark. 





The full story is now available in 
the new, 5th edition Stark Brochure 





of Modular Masonry ...the most 
comprehensive product file ever 
offered. Contact your local Stark 


Distributor or request on 


your letterhead. | \ 
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STARK CERAMICS, INC. 


CANTON 1, OH!IO 
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PELLA WOOD MULTI-PURPOSE WINDOWS provide 
functional versatility without a “mechanical” look 
that disrupts the concept of your design. 


With a selection of 15 PELLA ventilating or fixed 
units and 5 other fixed units, literally hundreds of 
different combinations . . . all with pleasing pro- 
portions . . . are possible. 


For the ultimate in all-weather service and effi- 
ciency, PELLA WOOD MULTI-PURPOSE WINDOWS are 


mp windows also adapt imaginatively to clinics and 
other commercial buildings. 










i 


wood mp windows 


e glass areas with creative efficiency 


available with insulating glass. 


On your next project, try working with PELLA MP 
winpows. They are built with quality materials 
and craftsmanship to meet your most exacting 
professional standards. 


Full specifications in Sweet’s. For the nearest U.S. 
or Canadian distributor, consult your classified 
telephone directory. 


ROLSCREEN COMPANY, Pella, Iowa. 
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BARTLETT & FRANZEN, 
CHICAGO, ARCHITECTS 
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Three Alcoa alloy gas water heaters put a fast stop to 
complaints about lack of adequate hot water in the 
Goldine Apartments, Highland Park, Michigan. 


The three Ruud-Alcoa units are used as automatic stor- 
age water heaters for the 74 apartments and nine stores 
located in the single building, but they can easily be 
connected to auxiliary storage tanks and used as circu- 
lating water heaters. They take up a minimum amount 
of space in a small basement room that is often flooded 
from water seepage. All three units have provided trouble- 
free, fast-recovery, year-round service since they were 
installed in October, 1956—even though water often 
comes up over the burners. 


Durability is a built-in feature you can count on with 
Alcoa alloy water heaters. The aluminum alloy tank is 
strong, solid and corrosion resistant for longer life and 
freedom from water discoloration. High thermal conduc- 
tivity assures rapid recovery rate and low-cost operation. 
Specially designed units meet American Gas Association 
Laboratories’ requirements. For more information on any 
application—commertcial, industrial or residential—send 


WATER HEATERS 
WITH ALCOA 
ALUMINUM 


PADI SN 


: 


I 








in the coupon, or write Aluminum Company of America, 
1900-L Alcoa Building, Pittsburgh 19, Pa. 


Your Guide to the Best 
in Aluminum Value 


ALCOA Y 
For Exciting Drama Watch ‘Alcoa ALUMINUM 
Theatre,” Alternate Mondays, NBC-TV, 


and “Alcoa Presents,” Every Tuesday, 


1900-l. Alcoa Building 

Pittsburgh 19, Pa. 

Please send me Water Heater Applications of Alcoa Aluminum, the 
12-page FREE booklet that tells why Alcoa alloy water heaters out- 
perform other water heaters, gives the easy way to figure hot water 
requirements, lists case histories. 


Name 


Company Street 
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A DESIGN DIMENSION and Ee 
You do more than divide space — you can Institut 
enhance it—add the stimulation of visual presence this 1 
—the serenity of unity and harmony —when you 
| design your interiors with Movable HAUSERMAN Walls. sieck hs 
: Here is design potential that is imagination-deep — at dell 
| | rin color Agen that - ora to P/A Cont 
‘a emphasize and define every detail of your design. 
/ with H A U Ss E R M A I Walls This design potential is the key to creative flexibility st 
2 for you. All of the numerous combinations of g 
you can achieve any pel tor are multiplied by the possibilities of : 
desired design effect color and texture and aes of iteuriote, : 
until it is possible to achieve almost infinite variety. & 
Color and materials, within the framework of > — 
HAUSERMAN design potential, become more than . 
elements of decor. Their function becomes dynamic — 3 = 
adding apparent depth and structuring the s 
space of a room. 3 
Explore the length and breadth of HAUSERMAN é 


design dimensions. Call the nearby HAUSERMAN 
representative. He is listed in the Yellow Pages under 
“Partitions.” Or write... 

THE E.F.HAUSERMAN COMPANY 


7474 Grant Avenue, Cleveland 5, Ohio 
Hauserman of Canada Ltd., Mallard Rd., Toronto, Ontario 
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MOVABLE HAUSERMAN INTERIOR WALLS 
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p/a reviews 





Plastic Design In Steel Subject of Text and Manual 


By William J. McGuinness* 


Background 

From the time of Dr. Gabor Kazinezy 
who published some early analyses and 
tests on plastic design in 1914, much 
has been written about this subject. Not- 
able were the works of Van den Broek 
in the United States and of J. F. Baker 
in England. All of this material was of 
interest to the scholar. For the past 12 
years, research has been in progress at 
Fritz Engineering Laboratory in the De- 
partment of Civil Engineering at Lehigh 
University. It is sponsored by a number 
of organizations including American In- 
stitute of Steel Construction, American 
Steel Institute, 
search Council, Welding Research Coun- 


Iron and Column Re- 
cil, and U.S. Navy Department. It began 
under direction of Bruce G. Johnson 
and has been headed by Lynn S. Beedle 
since 1950. Associates in this work have 
been Driscoll, Jensen, Ketter, Knudsen, 
Schutz, and Thurlimann. Active in sup- 
port of the program are T. R. Higgins 
and Edward R. Estes, Jr., of American 
Institute of Steel Construction. During 


this 12-year period theories were ad- 


* Chairman of Department of Structural Design, School 
of Architecture, Pratt Institute, Brooklyn, N. Y.; 
P/A Contributing Editor. 
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vanced, checked by full-scale tests and 
Most 


of these results have been published in 


formulated as design procedures. 


proceedings of professional societies. 
Long awaited for the use of the design 
engineer have ben a textbook of theory 
and design, and a design manual. These 
have now been written by the men who 
have been most active in bringing this 


new science to the point of general 


application. 


Plastic Design in Steel. American I[n- 
stitute of Steel Construction, Inc., 101 
Park Ave., New York, N. Y., 1959. 74 
pp. $4 

This is a reference manual for those who 
will use plastic design in practice. It 
summarizes in brief and usable form the 
theory and findings of plastic design 
studies such as will be found discussed 
more exhaustively in Beedle’s book (be- 
low). It 


vocabulary. The designer now finds that 


establishes a new structural 
he will use many new terms like shape 
factor, plastic hinge, mechanism, plastic 
bending moment, and plastic modulus. 
Design recommendations and reference 
tables and charts are included. 


Subjects include plastic theory applied 


to bending, methods of analysis, effect of 
axial load on bending resistance, shear 
and web crippling, bracing requirements, 
non-symmetrical sections, haunched con- 
nections, design of continuous beams, de- 
sign of single-span rigid frames, and 
design of multi-span rigid frames. The 
appendix includes rules for plastic de- 
sign and fabrication, beam charts and 
formulas, frame charts and formulas, and 
plastic moment table. 

The subject is liberally explained by 
many design examples and the details of 
such things as connections that are suit- 
able for the new method. In time, Plastic 
Design in Steel is likely to become as 
familiar as the long-established Steel 
Construction Manual of the American In- 
Indeed it 


may properly be considered as an exten- 


stitute of Steel Construction. 


sion of this reference book, which is in 


no way superseded by the new work. 


Plastic Design of Steel Frames. Lynn 
S. Beedle. John Wiley & Sons, Inc., 440 
Fourth Ave., New York, N. Y., 1958. 
106 pp., illus. $13 


It is appropriate that in this, the first 
book written in the United States that 
deals entirely with the topic, plastic de- 
sign of steel frames, Dr. Beedle explains 
what plastic design is. It is an “Advan- 
tageous replacement for conventional 
elastic design as applied to statically 
loaded structural steel frames of certain 
types.” It applies only to statically inde- 


terminate beams, members, or frames. 
This limits it largely to structures which 
are continuous through support-points, 


fully welded. Plastic 


takes advantage of the fact that steel is 


usually design 


a ductile material and remains strong 
even after it may have yielded slightly 


at certain controlled points. It is much 


(Continued on page 200) 


Full-scale tests at Fritz Engineering Labora 
tory, Lehigh University, check design pro- 
cedures for plastic design of steel frames 


(left). 
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concealed door closer semi-concealed door closer 
and Integralock and Magnalock 


The newest fashion in a complete line of 
architectural hardware. Protect your clients, 
specify high style locksets, exit devices, 
rectangular door closers and miscellaneous 
hardware from one manufacturer—Sargent— 
a single source of quality and responsibility 
for almost 100 years. An integrated line of 
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surface applied door closer surface applied parallel arm door closer 
and Mortise Lock and Rim Exit Device 


matched designs and finishes. Advanced 
engineering and construction. Features most 
wanted by America’s leading architects. Call 
your Sargent supplier now. Or write Sargent 
& Company, New Haven 9, Connecticut. 
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With apologies to Pepsi-Cola, we are 
saying “KREOLITE, the floor with more 
bounce to the ounce”. 


It so aptly describes FLEXIBLE STRIP 
End Grain Wood Block Flooring with 
its built-in cushioning resiliency. 


Other most wanted features that make 
it a better gym floor; Durable Beauty, 
Ease and Economy of installation and 
maintenance. It's safer too, because it's 
splinter-proof. 


Liked by players and coaches and 
preferred by budget conscious school 
officials, these FLEXIBLE STRIP floors will 
prove to be the most satisfactory you 
ever specified. Write today for 
performance and data specifications. 
Take your first step to better floors for 
gyms, multi-purpose rooms or shops. 


THE JENNISON-WRIGHT CORPORATION 
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(Continued from page 197) 


nearer to the truth about the behavior of 
continuous frames than the elastic theory 
which has been its predecessor. At the 
end of Chapter 1, the author summarizes 
the “Case for plastic design.” 

1 Plastic design gives promise of 
economy in the use of steel, of saving 
in the design office by virtue of its sim- 
plicity, and of building frames more 
logically designed for greater over-all 
strength. 

2 The reserve in strength above the 
working loads computed by conventional 
elastic methods is considerable in inde- 
terminate steel structures. Indeed, in 
some instances of elastic design, as much 
load-carrying capacity is disregarded as 
is used. 

3 Use of ultimate load as the design 
criterion provides at least the same mar- 
gin of safety as is presently afforded in 
the elastic design of simple beams. 

4 At working load the structure is in 
the so-called elastic range. 

5 In most cases, a structure designed 
by the plastic method will deflect no 
more at working load than will a simply 
supported beam designed by elastic 
methods to support the same load. 

Of the nine chapters, six are devoted 
to basic theory and three to the applica- 
tion of this theory to the design of struc- 
tural members and frames. The chapter 
subjects are: Introduction (The case for 
plastic design) ; Flexure of Beams; An- 
alysis of Structures for Ultimate Load; 
Secondary Design Problems; Connec- 
tions; Deflections; Design Guides; Con- 
tinuous-Beam Design; Steel-Frame De- 
sign. 

Owners of proposed buildings that are 
to be of continuous-steel frames are en- 
titled to expect that plastic design will 
be used. Beedle has written a book which 
can serve as a text and reference for 
engineering offices that undertake to use 
the new method. The book presupposes 
that the reader has a knowledge of inde- 
terminate structures. It will be useful 
not only in professional offices but also 
as a college text. 

(Continued on page 208) 











Ou 
is | 
at 
U.S 





N % 





s 
) 4 


& * 4 
; combines modern, 
Un : b *  eglorful design 
showroom in ceramics ; i 
7 with low-cost 
’ maintenance 


: x 











Suntile ceramic mosaics offer a sparkling, practical design 
medium for commercial, institutional and business interiors. 
Ideal, when you need an attractive yet easy-to-maintain finish. 
The pleasing colors of porcelain and natural clay tile in small 
sizes (%"” x %”, 1” x 1” and 1” x 2”) permit an almost end- 
less variety of interesting patterns and textures. 




















Suntile ceramic mosaics are available in 2’ x 1’ sheets with 
special Setfast* patented backing for quick, easy installation. 
They can be used equally well for walls or floors—indoors or 

Buckshot pattern on field of Dresden Blue 
outdoors. McCulloch Corp. Showroom, Los Angeles, Calif. 


Designed by Paul Laszlo, A.S.1.D., Beverly Hills, Calif. 
The Cambridge Tile Mfg. Co. offers architects and designers Se antes 
a complete line of Suntile color-balanced glazed wall and 
ceramic mosaic floor tiles. See our catalog in Sweet’s cere mer THE 


or write for complete information to Dept. PA-119. CAMBRIDGE TILE 
May our Design Staff help you? MFG. CO. 


Our staff of trained ceramic artists, headed by George H. Limke, 
is ready to assist you with tile design or layout problems — P.O. Box 71, 
at no obligation. Write us for full information on this service. <i . Cincinnati 15, Ohio 


*U.S. Patent #2,887,867: 
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Seal out even 90-mile-an-hour gales... 
with Schlegel Woven Pile Weatherstripping 


Schlegel Woven Pile has a natural 
resilience not found in ordinary 
metal or plastic weatherstripping. 
This provides an ideal seal for every 
door and window that employs it— 
protects them from winds of even 
hurricane force. 

Driving rain can’t penetrate it. 
Dow - Corning silicone treatment 
makes Schlegel weatherstripping ex- 
tra water resistant and helps main- 
tain its resilience under all weather 
conditions. Conditioned air won’t 
seep out either. 

No rasps or squeaks. Windows 
equipped with Schlegel weatherstrip- 
ping rideeasily. You hear no metal-to- 


... for protection that's 


silent, smooth and sure .. .« 


Progressive Architecture 


metal scrapes, no rattles, no plastic 
squeaks—just complete silence. For 
compression applications, Schlegel 
weatherstripping is most desirable 
because it can be compressed at vari- 
ous points to provide a complete 
positive seal between irregular op- 
posing surfaces. 
It lasts. Schlegel Woven Pile Weather- 
stripping gives you permanent pro- 
tection. It is designed to last as long 
as the unit you use it in. It is easy 
to use and will not fall out of ex- 
trusions. First installations, well 
over twenty years old, still protect 
like new. 

No other weatherstripping ma- 





Sehlegel ii 


terial gives you so many advantages. 

For a comprehensive list of manu- 
facturers using Schlegel weather- 
stripping, write for our new booklet, 
“Your Guide to Windows— Doors— 
Screens,’ or see our special insert 
under ‘“‘Windows and Doors” in the 
1960 Sweet’s Catalog File. 





Dense, flexible tufts of tough wool pile lock out 
wind, rain, and dust—keep conditioned air in. 
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WOVEN PILE WEATHERSTRIPPING 
Schlegel Manufacturing Company, P. O. Box 197, Rochester 1, N. Y. 


In Canada: Oakville, Ontario 
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Vanity by Glissade, Inc. 


Westinghouse, the leader in plastic laminates for 50 years, brings you the first 


Universal Micarta® . . . the laminate that does everything . . . goes everywhere. 

Here’s why. Universal Micarta is used both for flat applications and for post- 
forming. It bends more easily than any other high pressure laminate. 

When excessive wear is a factor, Universal Micarta is ideal because it’s tough 
and can take it. When grain transfer becomes a problem, Universal Micarta blocks 
even the most obstinate grain to defy detection in postforming. 

All these features, plus new colors and patterns—Universal Micarta by Westing- 
house is now available in 11 beautiful, gold-flecked Constellation patterns. These 
elegant colors were designed to bring color and beauty to bathrooms and kitchens. 

Yes, only one has them all. Check the facts for yourself. Write for the new 
folder which shows the 11 Constellation patterns in their eternally bright colors. 
Then make your own test with working samples we’ll be happy to send you. 


Distributed By United States Plywood Corporation 







; WESTINGHOUSE MICARTA DIVISION, J1-06685 
truly new development in high pressure plastic laminates in the past 10 years. It’s , HAMPTON, SOUTH CAROLINA 


| would like to have the new Westinghouse Micarta 
folder which shows the 11 gold-flecked Constellation 
patterns. 


Information on Glissade Vanity. 


Please send me working samples of Constellation in 
Universal Micarta. 


| TYPE OF BUSINESS 
| ADDRESS : anes 


lity 
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You CAN BE SURE...1F ITS Westinghouse ti : CA RTA 


WATCH “WESTINGHOUSE LUCILLE BALL-DES!I ARNAZ SHOWS" CBS TV FRIDAYS 














TO. MOVE A WALL WITH A-FING 
GRANT 5000 SLIDING DOOR'HAR 








Precise to the point of perfection, Grant 5000 
hardware is the most thoroughly engineered 
line available. 


Hand workmanship silts both function and 
durability beyond the ability of ordinary hard- 
ware. Continuous ball bearing action “coasts” 
heavier-than-average doors. Every desirable 
operating feature is incorporated in the 5000 
line, including: wide range of sizes... for un- 
limited loads ...hand assembled and inspected 
. . Corrosion resistant... center-hung. 


For walls, partitions, communicating doors, 
sliding glass doors and other important instal- 
lations, specify Grant 5000 Sliding Door 
Hardware. 


Building Name: FORD MOTOR CO. 


Architects: ALBERT KAHN ASSOCIATED 
CHITECTS & ENGINEERS, INC. 
LTON BECKET & ASSOCIATES 


General Contractor: BRYANT AND DETWILER CO. 
Contract Hardware: RANGER ASSOCIATES, INC. 





~ 


See your hardware consultant for experienced assistance in selection of builders hardware 


Write for your copy of the award-winning Grant Catalog 


GRANT SLIDING HARDWARE 


GRANT PULLEY AND HARDWARE. CORPORATION _ 
49 High Street, West Nyack, New York ¢ 944 Long Beach Avenue, Los Angeles 21, Cal. 
| sliding door hardware + drawerslides » drapery hardware '* pocketframes: + pulls » special sliding hardware 
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Pil" ET @as 
NO. 33 
MUNTIN BAR 


The mirror reflects it better than we can 
say it: The PITTCO No. 33 Muntin® Bar 
has stunning simplicity of line because it 
has no visible fastenings—a result of 
PPG's constant effort to eliminate visible 
fastenings wherever possible in PITTCO 
members 

Consult your PITTCO Store Front 
Metal Representative for.nformation on 
complete line of PITTCO glass-holding 
and decorative metal members, or refer 


to Sweet's Architectural File—Section 21 
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Patent No. 2,800,983 
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IG PAINTS + GLASS + CHEMICALS + BRUSHES - PLASTICS + FIBER GLASS 


PITTSBURGH ‘PLATE GEASS CQO © 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 
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of Johns-Manville Movable Walls by Helmut Jacoby 


lesign and rendering 
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In this office two types of J-M Movable 
Walls are used—Imperial and Class A 


J-M Imperial Movable Walls—asbestos 
panels attached to slotted steel studs 
provide great versatility. These walls can 
be carried to heights of 20’ and higher. 
Thickness can vary from 3%" upward 
to suit unusual designs or out-of-the- 
ordinary service lines. 

J-M Class A Movable Walls—prefab- 

= ricated panels with a non-combustible 
core, asbestos-faced on both sides. Panels 
are erected independently and are com- 
pletely interchangeable with panels of the 
same dimension. The walls are 1%" thick 
and provide concealed wireways. 

J-M Sanacoustic® units make up the 
acoustical ceilings, and J-M Terraflex® 
Vinyl Tile covers the floors. 


Walls 
that grow with you 


This project shows a real estate office 
requiring specialized space divisions 
and provision for the future. 


The happy answer: 
JOHNS-MANVILLE MOVABLE WALLS 





This is the proposal given an architectural designer: 





A large real estate firm has rented two floors in a new 
contemporary office building. There are to be executive offices, 
for president and vice presidents—also different-size conference 
rooms and interviewing rooms for representatives. An interesting 
“must” is provision for attractive display of large architectural 
models, photographs and renderings. 


Walls are to be movable to provide for growth and expansion. 
They are to have glass areas to provide good visibility for the 
models and renderings. 


To meet these varied requirements, the designer planned the 
offices around an open two-floor vertical space surrounded by a 
ramp. As for space division, he turned to a natural solution— 
J-M Movable Walls. 


These walls come in modular units and are offered in several 
types. All can be used together, are erected easily, and can be 
readily relocated as needs change. Units are furnished with a 
stippled finish or they can be veneered in many ways. Also, they 
can be redecorated easily whenever a new look is desired. 


J-M Movable Walls are supplied and installed complete with 
all items such as doors, hardware, trim and glass by trained 
J-M construction crews. 


For illustrated brochure, write to Johns-Manville, Box 158, 
New York 17, N.Y. In Canada, Port Credit, Ontario. 


JOHNS MANVILLE 


JOHNS-MANVILLE JY 


PROOUCTS 
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industry revealed 


Precast Concrete in the Soviet 
Union. E. Krimsky. Foreign Languages 
Publishing House, Moscow, 1958. 112 
pp., illus. $.75. Available from Four Con- 
tinents Book Corp., 822 Broadway, New 
York 5, N.Y. 


This small, soft bound, badly printed, 


execrably illustrated, poorly papered, and 
flaccidly translated book is continuously 
fascinating from beginning to end: one 
of the practically standard anomalies of 
The 


package is so minimal that it seems less 


imports from the Soviet Union. 
than amateurish, but the content is 
absorbing. 

No attempt will be made below to 





Dodge Cork Tile in Display Area, National Housing Center, Washington, 
D.C. Architect, Aubinoe-Edwards-Berry. Installed by John Hampshire, Inc. 


5 REASONS WHY YOU CAN USE 


dodged ie ANYWHERE 


4. WEARS LONGER. Vinyl and SG sur- 
faces resist abrasion, hide scratches and 
scuffs. Impervious to spots and stains. 
5. SAFE UNDERFOOT. Wet or dry, a 
high coefficient of friction makes Dodge 
the safest, most non-slip floor of: all. 
See all Dodge Cork Tile patterns in 
full color. Send for Catalog No. 59, or 
refer to Sweet’s Archi- 
tectural File, 13i/Do. 


1. HUSHES FOOTFALLS. Most quiet 
underfoot of any smooth-surface floor 
covering. It’s softer, more resilient, has 
98% indentation recovery. 


2. BLENDS BEAUTIFULLY. Dodge genuine 
cork tile’s 3-dimensional texture and 
natural, random shades blend with 
almost any color scheme. You choose 
from 34 patterns in three types. 


3. CLEANS EASILY. Dodge Vinyl-Cork 
tile needs only occasional cleaning with 
a damp mop. SG requires only half the 
maintenance of regular cork—gleams 
with liquid wax. 
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draw any comparisons with U.S. data on 
concrete. For one reason, that is not the 
point of this review; for another, it is 
impossible with the source of material at 
hand: The Statistical Abstract of the 
United States. The latter’s data in the 
field of production contains not the 
slightest hint of how much this country 
produces—only how much it is worth. 
(This is an effective way of concealing 
inflation and giving a false impression of 
expanding production.) The Soviet book 
does not mention a ruble from page 1 
to page 112. It does mention (in mil- 
lions of cubic meters) : 

1950 1956 1957 


13.9 47.1 50.0 
9.0 13.1 


concrete & reinforced concrete, 
of which precast concrete was 1.3 


which is a very meaningful statistic, even 
though the figures for 1957 are given as 
approximate. As the book puts it, “Dur- 
ing seven years, the volume of precast 
concrete increased 10 times, while its 
share in the entire volume of concrete 
and reinforced-concrete work increased 
from 9.2 percent to 26 percent.” A cubic 
meter is 1308 cubic yards. This com- 
pares (if dollars and cubic yards can be 
compared, which they cannot, of course) 
with the Statistical Abstract, data, as 
follows: 


1947: $346,751,000 
1954: $705,513,000 


concrete & plaster products 


which means essentially nothing as it 
stands. 

But this is not the place to go into a 
discussion of statistics. What Krimsky’s 
book presents, with all its faults as a 
book, is an exemplary bird’s-eye view of 
a huge and rocketing industry in the 
U.S.S.R. The data on concrete and re- 
inforced concrete are in outline form and 
really only for background. What is 
given in useful and sometimes startling 
detail is the growth, both gross and in 
terms of increasingly wide application, 
of the precast concrete industry, covering 
both reinforced and prestressed mate- 
rials. Many examples are given of new 
and unusual (to us) uses of the precast 
concretes, ranging from railroad ties and 
handsome _brise-soleil fence sections 
reminiscent of Ed Stone’s lacework, to 
prestressed, reinforced-concrete segments 
for lining subway tunnels, and huge, 
prestressed, thin-shell roofs measuring 
40 meters square. They build precast- 
concrete bridge spans in “blocks” (the 
spans when assembled are 150 meters 


(Continued on page 210) 
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=” Among the famous 
= imported Mars draft- 
| =a ing products are: 
em Left — 1001 Mars- 
Technico push-but- 
ton lead holder. 
Above — 1904 Mars- 
Lumograph drawing 
leads, 18 degrees, 
EXB to 9H. Below — 
2886 Mars-Lumo- 
graph drawing pen- 
cils, 19 degrees, 
EXEXB to 9H; 2830 
Mars-Lumograph Du- 
ralar—for drafting on 
‘Mylar”-base tracing 
film-5 special de- 
grees, K1 to K5; Mars- 
Lumochrom colored 
drawing pencils, 24 
shades. Not shown — 
Mars Pocket-Technico 
for field use; Mars 
pencil and lead sharp- 
eners; Mars Non-Print 
pencils and leads. 
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NO COLUMNS In an unorthodox application of stress prin- 
ciples to multi-story construction, Architect Seymour Rutkin of New York 
has eliminated encumbering columns, achieved maximum space flexibility. 





His office building of the future is supported by a concrete arch, and 
unified by circularly wrapped high tension steel cables which also hold the 
circular concrete floor slabs in compression. At areas of joining both floor 
slabs and arch are thickened and reinforced in generally three directions 
to resist moments and rotation about areas of arch support. Concrete is 
used in compression and steel in tension, as completely as possible. The 
cylinder in the center of the building is non-structural, acting as a mechan- 
ical core for elevators, plumbing, etc. 

This ingenious departure from precedent is another example of the 
contribution today’s designers are making. In translating their pace-setting 
ideas from concept to reality they require the best of drafting tools. 

In pencils that means MARS, long the standard of professionals, 


Mars Products are 
available at better 
engineering and 
drafting material sup- 
pliers. 


@T.M. FOR GuPONT'S POLYESTER FiuM 











the pencil that’s as good as it looks TM ARS 


Sold at al! good engineering and drawing material suppliers « J. S. STAEDTLER, INC. e Hackensack, N. J. 
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long) and trusses of 30-meter span and 
greater. Especially interesting to this re- 
viewer are their great multicore prefabri- 
cated floor, wall, and ceiling panels for 
multifloor apartment houses. They are 
precasting complete room-size concrete 
blocks in the U.S.S.R.—believe it or not 
—and they are using lightweight aggre- 
gates, insulated panels, and so on with 
considerably more sophistication than we 
have as yet achieved. 

Their crane technology surpasses any- 
thing we have, making installation of 
these huge pieces of concrete a simple 
mechanized operation. Note their canti- 
lever crane as shown on page 56 of this 
book. 

As Krimsky organizes his arguments 
for precasting, they can be summarized 
as follows: precasting can be done under 
roof on a year-round basis, regardless 
of the weather; precasting lends itself 
beautifully to the establishment of 
standard prefabricated house and other 
structural parts; and precasting makes 
possible a very high standard of product 
quality because it is produced under 
rigidly controlled conditions. Further- 
more, prestressing of precast parts is 
being strongly emphasized in the U.S.S.R. 
because it saves so much steel. (A 
government decision in 1954 indicated 
specific structure and building types 
where the use of precast concrete is 
mandatory and steel construction pro- 


hibited. ) 


moisture safeguards 


Protection from Moisture for Slab- 
on-Ground Construction and for 
Habitable Spaces below Grade. 
(NAS-NRC Publ. 707). Building Re- 
search Advisory Board, National Acad- 
emy of Sciences—National Research 
Council, 2102 Constitution Avenue, Wash- 
ington 25, D. C., 1959. $1.50 

A valuable report on moisture protection 
needed for concrete slabs on or below 
grade and for habitable spaces below 
grade has been completed by the Build- 
ing Research Advisory Board, as part of 
its advisory services to the FHA. Seek- 
ing authoritative answers regarding the 
nature and degree of moisture protection, 





the report considers the fundamentals of 
moisture behavior in soils, insulation, 
concrete, and flooring. It also draws 
attention to the sources of moisture, espe- 
cially the seepage of surface water 
through foundation walls. In addition, 
analysis is made of the service life ex- 
pectancy of vapor barriers used with 
slab construction. The study was under 
the direction of Frank A. Joy of the 
Pennsylvania State University. 


The book not only outlines the uses to 
which precast concrete is being put, but 
also the standards used in selecting raw 
materials, types of factories making the 
concrete (including flow line-conveyor, 
flow line-unit, autoclaves, and, for special 
work, casting yards), and methods of 
transportation and erection of the precast 
units. 

House builders, in particular, should 
be interested in the extent to which the 
Soviets have advanced their technology 
in terms of wall and floor-ceiling sec- 
tions, precast with plumbing, electrical 
conduits, and heating sections already in 
place. Many of these standard “concrete 
blocks” are dimensioned so that two 
blocks equal a room height, although 
they are made in various other sizes as 
well, of course, including the 8’ high 
units previously mentioned. They even 
build precast-concrete incinerator chute 
wall sections! With such industrializa- 
tion of building operations, it is hardly 
surprising that fabrication’s share of new 
housing has already risen about 50 per- 


cent in major cities. 


GROFF CONKLIN 
New York, N. Y. 


first principles 


Techniques of Painting. Henry Gas- 
ser. Reinhold Publishing Corp., 430 Park 
Ave., New York, N. Y., 1958. 128 pp., 
illus. $6.95 


On the Art of Drawing. Robert Faw- 
cett. Watson-Guptill Publications, Inc., 
24 W. 40 St. New York, N. Y., 1958. 
136 pp., illus. $10.00 

Gasser presents an important aspect in 
the study of painting when he stresses 
the need of seeing a subject in more than 
one way. By combining composition with 
technique, as shown in case histories 
developed from the spot sketch to the 
finished studio interpretation, he illus- 


(Continued on page 212) 















Now... 


Two hinges 
in ONE! 


It takes a special kind of hinge 
to stand up to the punishment 
dealt out when overhead holders 
bring exterior doors to sudden 
halts. The new STANLEY full 
jeweled ball bearing PIVOT 
REINFORCED HINGE* is 
something special . . . two hinges 
in one... combining a pivot and 
butt hinge in one unit, in which 
they share the same pin to assure 
perfect alignment. 


Interlocked corners prevent 
individual sidewise motion of 
either pivot or butt leaves, so that 
strain is shared equally by both. 


Interlocked corners and mutual 
pin permit locating the screw 
holes to improve fastening and 
minimize the danger of splitting 
the door parts. For details write: 


*Patents Pending 


STANLEY HARDWARE 


Division of The Stanley Works 


Dept. K, 78 Lake Street 
New Britain, Conn. 




















Direct store traffic profitably 


with STANLEY MAGIC-DOOR <= CONTROLS 











Magic-Door controls open and close doors automatically and keep customers moving in the 
direction that assures the fastest service for them... the greatest profit for store owners. 
Other tangible, dollars-and-cents benefits include: 

® Reduced damage to doors and baskarts 

© Elimination of traffic jams and door accidents 

© Conservation of conditioned air because doors stay open only the minimum time required 

© Added customer convenience that guarantees greater customer satisfaction. 


Rely on the name that has stood for leadership in the automatic door opening field since 1932— 
STANLEY Magic-Door. There’s a Magic-Door distributor nearby who will provide complete 
engineering service. Magic-Door controls can be installed on new—or existing—doors. 

Write to Magic-Door Sales, The Stanley Works, Dept. K, 1078 Lake St., New Britain, Conn. 


Sales, installation and service distributors in principal cities in the United States and Canada. 


FT 
oa ea ee eo < 
' ;, q] ' 
Deserving a place in your plans for progress warpwart ak i ag f —— — 


AMERICA 


SY, 


BUILDS BETTER AND LIVES BETTER with STANLEY 


This famous trademark distinguishes over 20,000 quality products of The Stanley Works—hand and electric tools 


+ Coatings + strip steel - steel strapping—made in 24 plants in the United States, Canada, England and Germany. 


S | yay N L Ss VY « builders and industrial hardware - drapery hardware - door controls - aluminum windows + stampings + springs 
® 
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KOHLER 
ELECTRIC PLANTS 


The Kohler Memorial—a new 
school and community building. 


provide 


planned protection against 
power-failure emergencies 


Two 35 KW Kohler electric 
plants provide automatic, 
flexible stand-by power to 
meet specific needs in the 
Kohler Memorial, Kohler, 
Wis., when normal electricity 
is cut off. 

The No. 1 plant provides 
power for heating and venti- 
lating, stage switchboard, 
swimming pool lighting. Spe- 
cial switch gear enables an 


operator to concentrate full 
lighting in specific areas, such 
as theatre or gymnasium dur- 
ing performances. The No. 2 
plant provides emergency 
lighting throughout the build- 
ing at 5 to 10 percent of capac- 
ity. Sizes to 100 KW, gas or 
gasoline, and diesel. Complete 
manual with suggested speci- 
fications sent on request. 
Write Dept. D-64. 





SAFEGUARD 


theatre, gym, youth center 








Models 35R88, 
35 KW, 120 
208 volt AC. 
Gas operated, 
city water 
cooled. 


classrooms, swimming pools 











KOHLER CO. 


Established 1873 KOHLER, 


Wis. 


KOHLER oF KOHLER 


Hat-lael-) [10m baelame-lalem alaa-te) 


Electric Plants 
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trates how the artist arrives at a certain 
color 





composition, achieves specific 
effects, builds up textures, and uses one 
medium to help another, from the initial 
“idea” to the finished painting. Techni- 


painting. 








cal demonstrations of direct 
under-painting, glazing, and imprimatura 
methods are all illustrated in full color. 

Techniques of Painting is a well-pre- 
varia- 















sented compilation of emphasis, 
tions, and details to help the student find 
the best expression for his own personal 










mood in oil, watercolor, gouache, char- 
coal, ink, casein, and pastel. 

On the Art of Drawing is a provocative 
and controversial book that attempts to 
take the mystery out of drawing. The au- 
thor undertakes to explain drawings as 
an all-embracing subject, not split up 







into various categories, and illustrates 






his theories with an abundance of per- 





sonal drawings. 

The main theme of this book is a plea 
by Fawcett for a return to the period of 
rigid training, which he believes has been 









too long ignored. 






ELEANOR M. WOLFE 
New York, N. Y. 







better readability 
Heating Ventilating and Air Condi- 
tioning Guide. Volume 37. American 
Society of Heating and Air Conditioning 
Engineers, Inc., 62 Worth St., New York, 
N. Y., 1959. 1268 pp. $12 








A dramatic and very practical improve- 
ment in this 37th annual edition of the 
HVAC Guide is at once evident to the 
most casual user: the page size is now 
814”x1l”, as against the squat 6”’x9” of 
previous years. This major enlargement 
has resulted in a decrease in the number 
of text pages from 1272 to 768; a shorter 
type line in two columns (and a smaller 











text type size thus made possible) with 
an actual and marked improvement in 
readability; dozens if not hundreds of 
complex tables and charts published all on 








one page rather than across two or more; 





tables generally the same type size as the 
text—rather than eye-straingly small—and 
all usable without turning the book 90 
degrees to read, as used to be the case 


with many of the more complex ones; 
(Continued on page 214) 
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Acoustical treatment 
can be decorative as well as functional 


Sound-control that 
pleases ears and eyes 





Milwaukee County War Memorial Center 
Milwaukee, Wisconsin 


The ideas you conceive are easy to achieve when Bere Saorinen & Accaciates, Architects 


you control sound with Milcor Metal Lath and acoustical 
plaster. There are few limitations. 


Milcor Metal Lath can easily be formed into curved 
and irregular surfaces. When acoustical plaster is applied, 
function is combined with beauty of form and texture. 

For jobs like these and many others, there’s a Milcor 
Metal Lath that meets your requirements exactly. Milcor 
has the industry’s most complete line of metal lath, corner 
beads, casing beads, stools, bases, coves, and accessories. See 
Sweet’s, section 12a/In — or write for catalog 202. 


INLAND STEEL PRODUCTS COMPANY 
DEPT. K, 4069 WEST BURNHAM STREET, MILWAUKEE 1, WISCONSIN 


ATLANTA, BALTIMORE, BUFFALO, CHICAGO, CINCINNATI, CLEVELAND, DALLAS, 
DENVER, DETROIT, KANSAS CITY, LOS ANGELES, MILWAUKEE, NEW ORLEANS, 


Member of the «fb» Stee! Family y | L CO 
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14 Sreede/ RAYNOR DOORS 


Specified for 


American River Junior College 


Trades and Industry Building 
Auto Shop, 


Sacramento, California 


i 


se were mati eR ee ee ee 
. 





ARCHITECTS: Barovetto and Thomas 
CONTRACTOR : Erickson Construction Co. 


SPONSORING 
CONTRACTORS: Heller — Campbell — Erickson — Lawrence 
DOORS BY: Valley Overhead Door Co. 
Carmichael, California | 











The eye appeal and versatility of Raynor Doors high- 
light the circular design of the American River Junior 
College Auto Shop shown above. 


The perfection with which Raynor Doors so completely 
create the desired effect and meet the exacting speci- 
fications of outstanding architectural designs such as 
this, is accomplished through Raynor Advanced Sec- 
tional Door Engineering Know-How. Built complete 
under one roof, Raynor Doors embody only the finest 


materials available . . . employ construction features 
such as exclusive ‘“‘Graduated Seal’ . . . three-way 
stress construction . . . heavy-duty galvanized hard- 


ware and “‘Lifetime Guaranteed”’ Dorlux panels. 
Whatever your specific design problem may be, the 
Raynor Engineering Department will provide the 
correct solution. Contact your nearest Raynor Dis- 
tributor or write direct. 





RAYNOR MFG. CO. 


Dixon, Illinois Hammonton, New Jersey 
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and, in general, a more open, easier-on- 
the-eye, and much easier-to-follow manual. 
Even the wider page margins greatly 
increase readibility, 

On the other hand, the larger page 
size, which has also meant larger pages 
for the advertisements, has resulted in 
a pretty ponderous tome, The advertising 
pages have not decreased at all in number; 
and the result is that the 1959 Guide 
is just about the same size and weight 
as Merriam-Webster’s India-paper Un- 
abridged Dictionary. 

The 1959 edition is new not only in 
format; great advances in a number of 
technical areas are also reflected in 
changes in the text pages. These changes 
are summarized in two pages of two- 
column small type in the Preface, and are 
far too numerous and too complicated for 
coverage in a brief review. Suffice it to 
say that in addition to putting through the 
monumental physical remake of the Guide, 
the staff, together with its many industrial 
and university advisers and contributors, 
has greatly amplified, modernized, and 
clarified the text and the illustrations. 
There are 286 new or revised charts and 
diagrams; and in almost every instance the 
pertinent chart or table is now within 
hailing distance of the reference to it 
in the text—something made possible by 
the “new freedom” of the larger page 
size. Five brief new chapters have been 
added, on subjects ranging from heat 
pumps to snow melting, The general or- 
ganization of the table of contents has 
been greatly improved in several instances. 
For example, by the elimination of that 
catch-all section in previous Guides, 
“Special Systems,” and the addition of 
several important and independent new 
sections (there are now 12 instead of 
7). Innumerable smaller changes in or- 
ganization and additions to content have 
smoothed out and made easier to refer to 
what is in any event a complex and 
difficult field of modern technical knowl- 
edge. The two Carls, Flink and his young 
assistant, McPhee, are to be congratulated 
on a major feat in intellectual engineer- 
ing, indicated by the skill with which 
they have co-ordinated and streamlined 


(Continued on page 216) 
























a short lesson in modulus control 


S , 
for users of \‘) 


In the past, this question has belonged to the “how high is up?” category. 
You can’t answer it until you’ve asked (and received answers to) certain other 
questions. For example: how thick is the sling material? How elastic? How far 
must it stretch? 

And so it is in selecting a Presstite STRUCSURESEAL .. . polysulfide 
base synthetic rubber sealants. We first have to know how it’s going to be 
used, the amount of movement to which the joint being sealed will be subjected, 
and even local conditions of climate. Knowing these things, we can recommend 
the best, the right, STRUCSURESEAL—and be sure of optimum performance. 

STRUCSURESEAL offers you this kind of modulus control: predetermined 
elasticity to match your particular installation needs. There’s a STRUCSURESEAL 
for use in normal expansion joints and for glazing. Then there’s another for 
extreme movements, in cold weather. All are designed for maximum adhesion 
to dissimilar surfaces. 

We will help you select the proper STRUCSURESEAL for your require- 
ments. Tell us about your problem. Our building construction technicians will 
be pleased to help you. Write, call or wire. 


*Nos. 1175 and 1176 Series—polysulfide base synthetic rubber sealants. 


PRESSTITE DIVISION 
AMERICAN-MARIETTA COMPANY 





8766 CHOUTEAU AVENUE @ ST. LOU/S 10, MISSOURI 
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COMMUNICATION NEEDS DIFFE Mince 


That’s why Webster Electric gives you a choice of three 
complete and different intercommunication systems .. . 
the most versatile and extensive line available today ! 
Now, you can specify a type and model to fit your 
client’s needs exactly, without compromise. 


Talk to your Webster Electric dealer* — he’s a fully 
qualified sound engineer. You'll find his 
recommendations both helpful and realistic. 









WEBSTER BUILDS 
3 COMPLETE 


INTERCOM SYSTEMS 





Telecom 








Completely automatic private 
dial telephone system. Includes 
its own 48-volt power supply. 
Regulation dialing. | 


‘Teletalk 


Most advanced amplified voice intercom. 
Features newest electronic design, 
printed circuits. Smartly-styled cabinets 
of fine furniture woods. 


Webster Sound 


A matched line of amplifiers, | 
| 
| 
| 





COMMUNICATIONS DIVISION speakers and accessories for engineered 
paging, public address and music ~ 
distribution systems. 





* see yellow pages — under intercommunication systems 
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the new Guide under the general direc- 


tion of the Guide Committee. 
GROFF CONKLIN 


New York, N. Y. 


doctors and designs 
Psychiatric Architecture. Edited by 
Charles E. Goshen. The American Psy- 
chiatric Association, 1700 18 St., N.W., 
Washington 9, D.C., 1959. 156 pp., illus. 
$10 


Anyone involved in programming and 
designing structures for the mentally ill 
should digest this book. But doing so is 
not easy. This volume is a compilation 
of papers given at several mental-hygiene 
design clinics and reprints of articles 
which have appeared in the American 
Psychiatric Association magazine. Conse- 
quently there is a great deal of repeti- 
tion and a wide variety of literary styles. 

Psychiatrists and psychiatric adminis- 
trators are stating their program needs 
to architects, who in turn explain how 
the architect translates these needs into 
physical space. As a result one senses a 
slight case of split personality since the 
book is addressed to two audiences. 

Goshen, as editor, aptly terms the 
aim of this cross-pollination to be “the 
development of effective communication 
between the two main professions con- 
cerned—psychiatry and architecture.” 
His chapter, reviewing “Psychiatric 
Architecture and the Principles of De- 
sign,” is a lucid statement of modern 
treatment programs and. the design im- 
plications of “the open hospital.” Dr. 
Humphry Osmond discusses the histori- 
cal and sociological development of men- 
tal hospitals and the relationship be- 
tween architect and psychiatrist. The 
psychiatric unit in the general hospital 
and the current concept of the “Day 
Hospital” are well reviewed. 

The architectural problems posed by 
various psychiatric programs are thought- 
fully discussed by Chloethiel Woodard 
Smith, AIA, and Vincent G. Kling, AIA. 
Architects will wish that more plans had 
been included among the illustrations. 
Certainly some included indicate there is 
wide opportunity for imagination to 
translate the psychiatrist’s constantly re- 

(Continued on page 220) 
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in Measuring Vinyl 


Wall Covering Durability... 


PURITY 
COUNTS 


MORE 


Than Thickness 


Medium-Gauge PERMON® with its pure vinyl calendered film construction 











i 





Outperforms Thicker Diluted Vinyl Coverings 


Know these facts and you will get the 
most for your money! Durability de- 
pends primarily upon the surface hard- 
ness that only a pure vinyl calendered 
film can provide. Even the thickest di- 
luted vinyl wall coverings collapse under 
the abuse that new heavy duty, Medium- 
‘Gauge PERMON repels easily. For color 
and style conscious planning, for long 
term beauty, there is no better buy! It 
shares with 3-ply FABRON® and PER- 
MON® advantages that are unexcelled in 
the industry - at prices competitive or bet- 
ter, and well within the average budget! 





e Best abrasion resistance in industry.* 

e Widest selection of decorator-de- 

signed prints, textures, colors. 

e Maximum color fastness. Flame- 

proof. Non-toxic. 

e Easy hanging. Glass-like washability. 
A single “all purpose” vinyl wall cover- 
ing does not exist. Instead, coverings 
must be selected on the basis of damage 
potential to walls. For this reason, there 
are three gauges of coverings from 
which to choose. 

1. For traditionally painted areas, 3-ply 
FABRON (a Toscony process). 

2. For heavy duty floor-to-ceiling protec- 
tion, new Medium-Gauge PERMON. 

3. For extra heavy duty protection as a 
wainscot, Heavy-Gauge PERMON. 
Write today for complete information! 

















FREDERIC BLANK & COMPANY, ING. ¢ 295 Fifth Ave., New York 16, N. Y. * Established 1913 
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At left you see a typical detail of floor sleeves, 
duct risers, pipes and anchorage of the 2,500-ton 
refrigeration system installed in the 45-story 
Kemper Insurance Building. 

Also shown is end elevation of installation at 
the fixture. 

There are 3300 separate units air conditioning 
over 600,000 square feet of space. 

The 92,050 feet of Revere Copper Water Tube 
are used for supply and return for hot water in 
winter and chilled water in summer. Condensing 
water is supplied from the Chicago River. 


“In fact, because of the nature of the job, the Revere Copper Water 
Tube we used cost much less to install than if rustable pipe had been 
used,” continued Mr. McClellan. 

“We used 88,050 feet of type K tube for the risers, in sizes ranging 
from *3" to 6", and 4,000 feet type L tube in smaller sizes for connecting 
at the fixtures. Add to this 3,300 separate air conditioning units and 
you can readily see that making all those connections with threaded 
pipe would have been a much more time-consuming and costly proposi- 
tion than the soldering of copper tube. 

“Another thing that must be considered when making an installation 
in an existing building is permanence and absence of leaks. With 
copper tube you can get tight, leak-proof joints every time, and you 
never have to worry about tearing out walls and partitions for replace- 
ment caused by rust.” 

Your contractors, too, will tell you that the ease of working with 
Revere Copper Water Tube, its tight, leak-proof joints, long lengths, 
non-rusting and long-life qualities also make it the economical spec. 
for radiant panel heating, hot and cold water lines, drainage lines, 
underground service lines and processing lines. So design with Revere 
in mind . . . the oldest name in copper. 





REVERE COPPER AND BRASS INCORPORATED 
Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, N. Y. 


Mills: Rome, N.Y.; Baltimore, Md.; Chicago, Clinton and Joliet, Ill; Detroit, Mich.; 
Los Angeles, Riverside and Santa Ana, Calif.; New Bedford, Mass.; Brooklyn, N.Y.; 
Newport, Ark.; Ft. Calhoun, Neb.; Sales Offices in Principal Cities, Distributors Everywhere. 
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Y2 size 
Section of Kinnear midget-slat in extruded aluminum 


Every ==> 
School = — 











HHI 


| 





Straight up-and-down shutter ac- 
tion — no space wasted. 


Coils completely out of the 
way—"out of sight” when raised. 

Smooth, clean-lined beauty 
when closed — blends with any 
surroundings or decor. 

These and other features make 
Kinnear rolling shutters ideal for 
any counter area. Slats of ex- 
truded aluminum, or roll-formed 
of aluminum, steel or other met- 
als, interlock into a smoothly 
coiling curtain — a closure prin- 
ciple originated by Kinnear! 





KINNEAR Metal Rolling 
COUNTER SHUTTERS 


Kinnear “midget” slats feature 
a flat outer surface that stays 


dust-free...assures a neat, clean- 
cut appearance . . provides full 
protection when closed . can 
even be installed to ° ‘disappear” 
into ceiling areas in most new 
construction. 

Kinnear midget-slat counter 
shutters are ideal for openings up 
to 20’ wide (shutters 14’ wide or 
more operate by hand-crank). 
The shutters can be used in open- 
ings of any practical height. 

Write today for full details and 
specifications ! 


The KINNEAR Mfg. Co. 


FACTORIES: 


1900-20 Fields Avenue, Columbus 16, Ohio 
1742 Yosemite Ave., San Francisco 24, Cailf. 


Saving Ways in Doorways 
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iterated plea for the “homelike” atmos- 
phere. 

The review of mental health programs 
and facilities in Europe and Asia by 
Alston G. Guttersen, AIA, will be an 
eye-opener to many chauvinistic Ameri- 
cans. We can learn a great deal about 
the “open door” mental institutions being 
successfully operated abroad. 

There seems to be a certain amount of 
padding in the volume. Discussions of 
laundry layouts, maintenance and sound- 
proofing are out of place. A glossary of 
mental-hospital terms for architects may 
be helpful. Certainly the architects will 
get a laugh out of the glossary of build- 
ing terms for mental-hospital adminis- 
trators. It must have been copied cold 
from an 1890 builders’ handbook. 

But if you have any projects involving 
laugh at the 
glossary but ponder well the needs of the 


mental-health facilities, 


patients and of the psychiatric team re- 
sponsible for their rehabilitation as set 


forth in this book. 


MARY T. WORTHEN 
New York, N. Y. 


abstract expressionists 


It Is: A Magazine for Abstract Art. 
P. G. Pavia, ed., No. 3, Winter-Spring, 
Second Half Publishing Co., Inc., 22 E. 
17 St., New York 3, N.Y., 1959. 80 
pp., illus. $2 


Much improved in this, its third issue, 
It Is—as the house organ of abstract ex- 
pressionism—still has the over-all char- 
acter of a Playbill and an underground 
Town and Country, a combination score- 
card and social register of the New York 
School. The mollifying elements here are 
the serious note injected by Editor 


if 


Pavia’s very difficult essay on the “new 


psychology” of abstract expressionism; 
a rather startling proposal on the sym- 
bolic, sexual significance of the abstract 
image, by Artist-Critic Hubert Crehan; 
and some notes on frontality in sculp- 
ture by Sculptor-Critic Sidney Geist. 
The latter may be of some interest to 
architects ; 
Crehan lack sufficient empirical evidence 
or, at least, the evidence of projective 


the papers by Pavia and 


techniques. 
Once more there is a gratifying spread 
(Continued on page 224) 














; 2 


; A myriad of simple yet intriguing wall 

patterns unfold to imaginative build- 

i, ing professionals as they study Pomona’s 
aes new three-dimensional ceramic tile design 


Se ii , by the distinguished 















George Nelson. From this one basic tile design 
many hundreds of distinctive wall surfaces 
are possible... original surfaces that 
appeal to and attract the customer, 
make the home easier to sell. Surpris- 
ingly modest in price, “Laurel Leaf” 
and the many other Sculptured 
Tiles by Pomona cost no more 
than most decorative tiles! 
enema “Laurel Leaf” and 
asecond new Nel- 

son design, ‘Athena?’ 

are available only from 
Pomona Tile...4'1"x4'i" modules, 
wide selection of colors......... 
For complete information on these and 
other tiles in Pomona’s “Distinguished 
Designer Series:’ contact your tile contrac- 


tor or write Pomona Tile for new brochure. 


Pomona Tile Magelactaiide Co. + Los Angeles, 
Baldwin Park, Pomona, San Jose, Colton, 
North Hollywood, Long Beach, Sacramento, 
San Francisco, Seattle, Salt Lake City, 
Phoenix,Oklahoma City, Denver, Dallas, 
Fort Worth, Wichita, N. Kansas City, 

St. Louis, Detroit, Chicago, Arkansas 
City, Nashville, represented in 

New York City and Wash- 


ington D.C. by Laverne, Ine 


Executive Offices: 629 N. La Brea 


Avenue, Los Angeles 38, California 
































Strong, durable, lower in cost 


You can now specify windows of sturdy, lasting stainless 
steel—at a cost much lower than you may think. Reason? 
Manufacturers now ro/l- form windows from Allegheny Stain- 
less and pass the fabrication economies on to you. 

In actual bidding recently, the price of roll-formed 
Allegheny Stainless windows averaged only about 10% 
higher than another non-stainless metal. 

Vital to architecture, durability and compatibility are 
inherent in Allegheny Stainless. It never requires chemical 
films for surface protection, and virtually cleans itself with 
normal rainfall. Because of an amazing resistance to corro- 


wew 7206 


sive atmospheres, the brightness and freedom-from-pitting 
of Allegheny Stainless are recorded history; yet different 
patterns, textures and colors make news each day. 

Stainless steel windows—of all-welded design and tubular 
construction—are available in Allegheny Stainless Types 
202 and 302. 

Include Allegheny Stainless in your design-thinking now. 
Learn how you can get the quality of stainless steel windows 
for much less than you think. For additional facts, and 
manufacturers’ names, write to Allegheny Ludlum Steel 
Corporation, Oliver Bldg., Pittsburgh 22, Pa. Dept. PA-23. 


ALLEGHENY LUDLUM 


Export distribution: AIRCO INTERNATIONAL 


EVERY FORM OF STAINLESS... EVERY HELP IN USING IT 
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Pittsburgh Plate Glass Company 
Paint Division, Dept. PA-119, Pittsburgh 22, Pa. 


Gentlemen: 


[_] Please have your representative provide us with further information about 
Pittsburgh's Free COLOR DYNAMICS engineering service for architects. 


[_] Please send free copy of your booklet on COLOR DYNAMICS for 
hospitals; __ 


NAME 


schools; commercial buildings. 


industry; 





ADDRESS 





Send This 


CITY. 





Coupon 


for a Detailed Pittsburgh COLOR DYNAMICS* 
Program Tailored to Fit Your Plans! IT’S FREE! 


hy not include a detailed program of color 
to make your plans even more acceptable to 
your clients? 


e@ We'll be glad to provide you with a detailed 
color plan—based upon Pittsburgh’s painting 
system of COLOR DYNAMICS—to accompany your 
blueprints and specifications. 


@ This system of painting has demonstrated suc- 
cessfully its ability to improve efficiency, com- 
fort, morale and safety in many fields of business 
and industry. 


@ The detailed study we'll send you without cost 
or obligation includes color recommendations, 
complete with samples, bound in book form. 
Also included are the correct types of coatings 
for every kind of material and construction— 
also proper surface preparation for painting. 


@ Mail coupon above or call your nearest Pitts- 
burgh Plate Glass Company branch and arrange 
to have one of our color consultants see you at 
your convenience. 


ee | 


Dbickstised deemebenias cman men aneenenenenanell 











Watch the Garry Moore Show—CBS-TV—Tuesday evenings. 


Pp PITTSBURGH’ PAINTS 


PAINTS * GLASS * CHEMICALS * BRUSHES ¢ PLASTICS « FIBER GLASS 





1% CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 


November 1959 223 




































224 Progressive Architecture 


reviews 





(Continued from page 220) 


of full-page reproductions, including 
three new color plates, but the offset re- 
production is very poor. Economy un- 
doubtedly dictated the use of what seems 
to be varitype for the texts; yet the 
makeup is a shambles. The “cahiers 
leafs” and statements by artists and 


writers and a hearsay panel recon- 


structed by Elaine de Kooning (four 
artists and a poet “turning each other 
on” in hipsterish fashion) are with an 
occasional exception snobbish, preten- 
tious, and hostile—curious behavior for 
an “in” group. The din reminds one of 
those Dada conventions where all read 
their manifestoes at once. Certainly no 


M ercedes 


Matter who writes in a brief article on 


one is paying attention to 


drawing, “The door to experience, for a 


painter, is still the eye.” 
SIDNEY TILLIM 

Contributing Editor 

ARTS Magazine 
New York, N.Y 





BOOKS RECEIVED 


Joan Miro. James Thrall Soby. Museum of 
Modern Art. New York, N.Y., 1959. Dis- 
tributed by Doubleday & Co., Inc., Garden 
City, N.Y. 164 pp., illus. $8.50 


A Guide To The Architecture of New 
Orleans 1699-1959. Samuel Wilson, Jr. 
Reinhold Publishing Corp., 430 Park Ave., 
New York 22, N.Y., 1959. 80 pp., illus. $1.50 


(paperbound ) 


Richard Neutra 1950-60. Buildings and 
Projects. Ed. Willy Boesiger. Frederick A. 
Praeger, Inc., 15 W. 47 St., New York 36, 
N.Y.. 1959. 240 pp.-, illus. $15 





Old Houses On Nantucket. Kenneth 
Duprey. Hastings House Publishers, Inc., 151] 
E. 50 St., New York 22, N.Y., 1959. 242 pp., 
illus. $12.50 










The Synthetic Vision of Walter Gropius. 
Gilbert Herbert. Witwatersrand University 
Press, Milner Park, Johannesburg, South 
Africa, 1959. 48 pp., illus. 19s 6d 







Oil Painting. Traditional and New. 
Leonard Brooks. Reinhold Publishing Corp.. 
430 Park Ave., New York, N.Y., 1959. 160 
pp., illus. $7.95 





Rubens’ Drawings. Julius S. Held. Double- 
day & Co., Inc., 575 Madison Ave., New 
York 22, N.Y., 1959. 2 vols., illus. $25 


A Handbook Of Greek Art. Gisella Rich- 
ter. Doubleday & Co., Inc., 575 Madison Ave. 
New York 22, N.Y., 1959. 422 pp., illus. $7.95 





This is Japan 1958. The Asahi Shimbun, 
Yurakcho, Chiyoda-Ku, Tokyo, Japan, 1958. 
419 pp., illus. $6.50 ($7.25, in cedar box). 


Silk-Screen Techniques. J. I. Biegeleisen 
and M. A. Cohn. Dover Publications Inc., 
920 Broadway, New York, N. Y., 1958. 188 
pp., illus. $1.45 (paperbound) 


Business and Specialized Publications 
of Great Britain. The Council of the 
Trade & Technical Press, London, 1958. Dis- 
tributed free by the British Information 


Services, 45 Rockefeller Plaza, New York, 






N. Y. 112 pp. (paperbound). An index to 
trade periodicals. 


Painting In Eighteenth-Century Venice. 
Michael Levey. Doubleday & Co., Inc., 575 
Madison Ave., New York 22, N.Y., 1959. 226 
pp., illus. $6.50 


Scandinavian Architecture. Thomas Pauls- 
son, Charles T. Branford Co., 69 Union St., 
Newton Centre, Mass., 1959. 272 pp., illus. 
$7.50. Buildings and society in Denmark, 
Finland, Norway, and Sweden from the Iron 
Age until today. 
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CONSTRUCTION DETAILS 


for LCN Overhead Concealed Door Closer Shown on Opposite Page 
The LCN Series 200-CP Closer’s Main Points: 


1. Efficient, full rack-and-pinion, two-speed control 


2. Mechanism entirely concealed; arm disappears into 
door stop on closing 


3. Hydraulic back-check prevents door’s being thrown 
open violently to damage walls, furniture, door, 
hinges, etc. Door may open 130°, jamb permitting 

. Hold-open (optional) set at any one of following 
points: 85°, 90°, 100° or 110° 

. Easy to regulate without removing any part 

. Used with either wood or metal doors and frames 


Complete Catalog on Request— No Obligation 
or See Sweet’s 1959, Sec. 18e/La 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 
Canada: Lift Lock Hardware Industries, Ltd., Peterborough, Ontario 





















Eero Saarinen and Associates, Architects 


MODERN DOOR CONTROL BY-LC/W Closers Concealed in Head Frame 


CONCORDIA SENIOR.COLLEGE, FORT WAYNE, INDIANA 
LCN GLOSERS, INC., PRINCETON, ILLINOIS 


Construction Details on Opposite Page 
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warehouses 





pier sheds 





power plants 





manufacturing plants 


WALTER BALFOUR & CO. INC., 


rolling 
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provide the security 
and durability of steel 


The all steel construction of Balfour 
Rolling Doors assures long, maintenance-free 
life and provides the maximum protection 
against fire, vandalism, wind, and corrosion. 


save so much space 


Balfour Doors coil into compact overhead units. 
Areas above door openings can be utilized 
for windows, skylights, loading chutes, lifts 
or crane rails... adjacent areas remain 
free for passage doors, windows, 
checking booths, offices, etc. 


are so versatile 


Easily installed and adaptable to all 
building conditions, Balfour Rolling Doors 
are custom manufactured to specific 
opening requirements with either 
motor or manual operation. 


Many openings in your next building project 
can best be closed with Balfour Rolling Steel 
Doors. For additional information see our cata- 
log in Sweet’s, contact your local Balfour rep- 
resentative, or write: 


BROOKLYN 22, N.Y. 


steel service doors 
Fee hiotest- hilemeild -maelelel 2-1 
Pygmee counter doors 


steel grilles 





notices 





p/a congratulates .. . 


Joun E. Hunt, new manager of Curtain 
Wall Division of THE ALUMILINE COR- 
PORATION. 

Roy C. Bott, appointed vice-president of 
THE AMERICAN HARDWARE CORPORATION, 
and general manager of the subsidiary 
KWIKSET Sales and Service Company. 
Georce R. Bates, JR., named product 
manager for Architectural Sales of the 
BETTINGER CORPORATION. 

ARNOLD Kouter, elected president and 
general manager of BRIGGS MANUFACTUR- 
ING COMPANY. 

Rosert R. Porter, elected chairman of 
the board of KEASBEY & MATTISON COM- 
PANY. 

Gate F. Mucumore, appointed to the 
newly-created post of manager of rub- 
ber and solid-vinyl sales at MASTIC TILE 
CORPORATION OF AMERICA. 

Guy J. BercHorr, appointed vice-presi- 
dent in charge, Paint Division, pitts- 
BURGH PLATE GLASS COMPANY. RICHARD 
P. BELL succeeds as general manager of 
paint sales. 

Bernarp F. Gorserc, named general 
manager of the Arnot-Jamestown Divi- 
sion of the ROYAL METAL MANUFACTURING 
COMPANY. 

Frep WILLIAMS, made manager of build- 
ing products for THE SCHLEGEL MANU- 
FACTURING COMPANY. 

Davin M. CHECKLEY, named president of 
VITRO ENGINEERING COMPANY, a division 
of VITRO CORPORATION OF AMERICA. 
Tuomas R. Grimes, appointed sales man- 
ager of Koylon foam seating at the 
UNITED STATES RUBBER COMPANY. 

ALFrep K. ALLEN, named executive vice- 
president of FOLMAR & FLINN INDUSTRIES, 
INC. 





WHEN YOU CHANGE YOUR ADDRESS 


Please report both new and old ad- 
dresses directly to P/A five weeks 
before you move, The Post Office will 
not forward your magazine to the new 
address unless you pay extra postage. 
Avoid this needless expense by noti- 
fying us five weeks in advance. 


PROGRESSIVE ARCWITECTURE 
Circulation Department 
430 Park Ave., New York 22, N. Y. 





























L. E. CARPENTER 
ORIGINAL 


VICRTEX 
DESIGN 
-_ 


refreshing and 


4 


exciting 
{ 


as 1tS name... 


VICRTEX V.E. F* VINYL WALLCOVERING 


Like a breaking wave the pattern keeps changing with the moving light and viewing angle. 

It bubbles, foams and is as alive as the sea. Adaptable to hundreds of decorating ideas for any 
room in a home or office . . . Sea Foam, like all Vicrtex V.E.F.* fabrics is as enduring as the ocean. 
Can’t snag, chip, peel, crack or scratch. Waterproof, weatherproof, flame and 
stain-resistant—wipes clean with a damp cloth. Add a refreshing look to any room 

with any one of SEA FOAM’s 14 colors. Write for sample swatches and prices now. vINTL 


L. E. CARPE ER « COMPANY, INC. Gas she 


needed 
EMPIRE STATE BUILDING. NEW YORK N.Y. LONGACRE 4-O060 ¢ MILLS: WHARTON, N. J. however used 














Mahon M-Floor Construction throughout this modern building 
assures adequate in-the-floor raceways to meet any future 


Architects and Engineers: 


Associate Architects: Harley, Ellington & Day. 


General Contractor: Huber, Hunt & Nichols, Inc. 








Mahon M-F LOOR Construction 
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New City-County Building, Indianapolis, Ind. 


requirements in electrical distribution or intercom wiring. 


Allied Architects & Engineers of Indianapolis, Inc. 


Sectional View of Typical Mahon 
Electrified M-Floor Construction 


Serving the Construction Industry Through Fabrication of Structural 
Steel, Steel Plate Components, and Building Products 





















of 








Safeguards Modern City-County Building 
Against Electrical Obsolescence! 


M-Floor Cel-Beam Sections Provide Adequate Raceways 
Under Every Square Foot of Floor Surface 














MAHON x OTHER MAHON BUILDING PRODUCTS 
M-FLOOR SECTIONS and SERVICES: 
f2 “ ae 
E . pe e Insulated Metal Curtain Walls 


SECTION M2-1.5 e Underwriters’ Rated Metalclad Fire Walls 
CEL-BEAM DEPTH 1% 


7 oo oe e Rolling Steel Doors (Standard or Underwriters’ Labeled) 


SECTION M2-3 e Steel Roof Deck 
CEL-BEAM DEPTH 3” 


e Long Span M-Decks (Cellular or Open Beam) 






e Permanent Concrete Floor Forms 





SECTION M2-4.5. 
CHLAERE ORTH: 41" e Acoustical and Troffer Forms 


7 fe e Acoustical Metal Walls and Partitions 
e Acoustical Metal Ceilings 
SECTION M2-6 
CEL-BEAM DEPTH 6” 





e Structural Steel—Fabrication and Erection 


e Steel Plate Components—Riveted or Welded 


vx For INFORMATION See SWEET’S FILES 
or Write for Catalogues 





THE R. C. MAHON COMPANY © Detroit 34, Michigan 


Sales-Engineering Offices in Detroit, New York, Chicago, Los Angeles and 
San Francisco + Sales Representatives in all other Principal Cities 


MAHUN 





of Steel and Aluminum 























































A.LA. FILE NO. 26-A-9 


NEW TOUCH 
OF 
ELEGANCE 


Successful architects know 
that attention to detail is 
important—and these new 
Alsynite decorative embed- 
ment panels add a touch of 
beauty and elegance wherever 
they are used; in screens, room 
dividers for home or office, 
shower doors, cabinets. 

These long-lasting fiberglass 
panels are Mist White in color, 
embedded with five patterns 
of natural foliage, butterflies 
and decorative elements. 

For complete details on these 
new Alsynite panels and their 
uses, write for special bulletin 
and full color card showing all 


five patterns. 


Alsyuile 


FIBERGLASS PANELS 





ALSYNITE COMPANY OF AMERICA 
Dept. PA-11, San Diego 9, California 








notices 





p/a congratulates... 
Davin Laus, appointed vice-president, 
contracting division, A. C. HORN CORPORA- 
TION, a subsidiary of SUN CHEMICAL 
CORPORATION. 

W. Homer Benson, named sales map- 
ager, Industrial and Commercial Divi- 
sion, WONDER BUILDING CORPORATION OF 
AMERICA, 


creates new products 


As part of a general expansion program, 
the creation of a new Construction Prod- 
ucts Division, to manufacture and market 
a line of building products for home 
building and light commercial industries, 
is announced by Appison Propucts 
ComPANY. 


expansion through purchase 


SHAMPAINE INDUSTRIES, INC., announces 
its purchase of all of the outstanding, 
preferred, and common stock of HuBeNy 
Brotuers, Inc., of Roselle, N. J., manu- 
facturers of metal, industrial specialties, 
and assemblies. The company will retain 
its officers and name, and will operate as 
a subsidiary. 


new subsidiary 


CABOT, CABOT & FORBES COMPANY, Boston, 
announce the formation of a new sub- 
sidiary to be known as Caport, Casor & 
Forses Associates, Inc., for the prac- 
tice of Architecture and Engineering. 


ownership expansion 

THORSHOV & CERNY, INC., Architects-Engi- 
neers, Minneapolis and St. Paul, have 
expanded ownership to include ten stock- 
holders all of whom are active staff 
members of the firm. The company also 
announced a recently completed reor- 
ganization of its management staff in 
which Foster W. Dunwippie, WILLIAM 
J. Miter, and KennetH R. WHITEHEAD 
were promoted to vice-presidents and 
Joun G. Cook was named secretary- 
treasurer. Other promotions include: 
Francis R. MEiscH to materials control 
manager, and RicHarp A. PETERSON to 
chief draftsman. 

Wittiam J. Miter has moved to the 
firm’s new St. Paul office at W-2781, 
First National Bank Building. 
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Send today for your copy of Zero's new 


28-page catalog. Design and instal- 
lation detail illustrations are drawn 


FULL-SIZE for easier visualization and 
incorporation directly into your plans 
with a minimum of scaling. Also contains 


important application data and 
many useful suggestions for writing 
weatherstripping specifications. 


Weather stripping for: 


© doors ® windows 
® saddles 
® lightproofing 
® soundproofing 
® sliding doors 
® saddles for 
floor hinged doors 


ZERO WEATHER STRIPPING CO., INC. 
453 East 136th St. © New York 54 


Phone: LUdiow 5-3230 


_ Weatherstripping 
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Sprayolite 
Plaster 

cuts noise 

at new 
Reynolds Metals 
Building 





















Everything about the new $11,500,000 headquarters office building of 
the Reynolds Metals Company spells beauty and comfort. Sunlight on 
the windows is regulated by huge metal louvers, controlled by the sun’s 
rays. People move from floor to floor by spacious, comfortable moving 
stairs. And the general living and working noises are kept to a soft mur- 
mur by beautiful ceilings of Gold Bond Sprayolite Acoustical Plaster. 
» .60 and light 


Easily applied with spray 


Sprayolite has a noise reduction coefficient of .55 
reflection of 70%, at exceptionally low cost. 
gun or trowel, it dries to form a highly efficient acoustical ceiling of 
uniform color and texture. No additional finishing is needed. 


Ask your 


remarkable acoustical plaster—or write Dept. PA-119 for samples and 


Gold Bond® representative for the full details about this 


technical bulletin. 


NATIONAL GYPSUM COMPANY, BUFFALO 13, NEW YORK 


a step ahead of tomorrow 


A 


BUILDING 


Reynolds Metals Co 
Richmond, Va 


Construction Manageme 
EBASCO Services, In 
New York, N.Y 


Architect 


Skidmore, Owin 
New York, N.Y 


General Contractor 
George A. Fuller Co 
Washington, D.¢ 


Plastering Contract 


J. A. Wilton, Jr., and Bro 


Richmond, Va 


Headquarters Office Buil 





ling 


gs & Merrill 


Gold Bond 


PRODUCTS 




















Plaster stresses relieved by 


ingenious use of Metal Casing 








— esas 


- SE aaa Paar 


cree SP 


The architects who designed this new dormitory at D’Youville 
College anticipated some expansion and the problems that go 
with it. So wherever a restrained room partition meets a cor- 
idor beam, corridor partition, steel column or other structural 
surface, they designed a break in the plaster and installed Gold 
Bond® Metal Casing Beads as a relief. This ingenious use of 
Metal Casing Beads for expansion will relieve stresses within 
the partition and allow for thermal expansion and contraction. 

For complete details of this system—and many other ways 
to minimize plaster cracking, write for your free copy of the 


Holostud® System Construction Manual. Dept. PA-119. 


NATIONAL GYPSUM COMPANY, BUFFALO 13, NEW YORK 
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Metal Casing Beads act as 
plaster terminals at the side 
of door bucks protecting 
the plaster from shocks and 
vibration caused by door 
slamming. Above the door, 
a second casing bead placed 
back to back forms an ex- 
pansion joint. Casing beads 
are also used to separate 
wall plaster from ceiling. 








The finished installation 
gives a very pleasant panel- 
ing effect. Years of experi- 
ence in the field have shown 
that an expansion joint 
should be placed at least 


every 30 feet in unbroken 





areas of walls and ceilings. 





Foit & Baschnagel, Architects, 
Buffalo, New York 


Where partitions abut struc- 
tural columns, Metal Casing 
Beads also terminate plaster 
relieving stress at this point. 
Picture moulding does dou- 
ble duty as an expansion 


joint in the wall. 


Becca @ Sf00 ahead of tomorrow 
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NEW EXTRUDED 
ALUMINUM 


79 DOOR LOUVERS 


superb quality 
rugged construction 
competitively priced 


This new C/S Louver is a precision engineered product that is 
neat, attractive, and practical. It is competitive with sheet 
metal assemblies yet has many attractive qualities available 
only in extrusions. C/S mass production facilities make pos- 
sible off-the-shelf shipment and stock item pricing. 

Two blade styles and two frame sizes simplify door louver 
selection. The A Frame louver uses traditional wood molding. 
The L Frame louver is supplied with a matching extruded 
interior trim frame that quickly and securely clamps the 
louver in the door opening. 

Five louver types are available: sight-proof, light proof, 
vertical line, sound absorbent, and standard. They are avail- 
able in mill finish aluminum, etch and clear lacquer, anodized 
or prime coat for field painting. 






— Complete specifications, stock sizes, technical 
information, and typical installation illustration. 


CONSTRUCTION 

SPECIALTIES, INC. 

55 Winans Avenue, Cranford, New Jersey 

Please send C/S Door Louver 

C literature (C specifications 

( name of local representative so that we may 
inspect product sample 


DEPT. PA-I159 





firm title 
address 








HORIZONTAL GLIDING 
ALUMINUM WINDOWS 
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\\ 
Clearly Superior... 
From Every Point of View! 


Functional beauty . . . quality and economy—you get them all when 
you specify Glidorama Horizontal Gliding Aluminum Windows. 
Narrow-faced deep sections provide undisturbed fenestration and 
streamlined design. Strong, rigid construction lets you use one large, 
full-view window instead of several mullioned units giving you lower 
costs per square foot . . . bigger construction savings . . . less mainte- 
nance . . . longer service life. Glidorama windows feature automatic 
locking bolt, twin-V-shaped metal inter-locking, complete perimeter 
seal, double !-beam sill, roller bearings, inside reglazing, easy inside 
vent and screen removal. Specify Glidorama Insulating Windows for 
Commercial, Institutional and Residential Construction. 
GLIDORAMA DIVISION, WHIZZER INDUSTRIES, INC. 

bees 353 S. Sanford ¢ Pontiac, Michigan 

















STATEMENT OF THE OWNERSHIP, MANAGEMENT AND CIRCU- 
LATION, REQUIRED BY THE ACT OF CONGRESS OF AUGUST 
24, 1912, AS AMENDED BY THE ACTS OF MARCH 3, 19388 AND 
JULY 2, 1946 (Title 89, United States Code, Section 233). Of Pro- 
GRESSIVE ARCHITECTURE, published monthly at New York, N. Y., for Oc- 
tober 1, 1959. 


1. The names and addresses of the publisher, editor, and managing 
editor are: Publisher, D. Brad Wilkin, 80 Devoe Rd., Chappaqua, N. Y.; 
Editor, Thomas H, Creighton, 321 E, 69th Street, New York N. Y.; 
Managing Editor, Charles Magruder, 325 East 57th Street, New York, 
mY. 


2. The owner is Philip H. Hubbard, 2 Bon Mar Road, Pelham Manor, 
N. Y.; Profit Sharing Trust, 480 Park Avenue, New York 22, N. Y.; 
William P, Winsor, 400 East 52nd Street, New York 22, N. Y.; Fred P. 
Peters, 45 Forest Drive, Short Hills, N. J.; H. Burton Lowe, 17 Birch- 
dale Lane, Flower Hill Estates, Port Washington, N. Y.; Merald F. Lue, 
Newtown Turnpike, R.F.D. 4, Westport, Conn.; Kathleen A. Starke, 266 
Bedford Park Boulevard, Bronx 58, N. Y.; Gessner G. Hawley, $25 East 
24th Street, New York, N. Y.; John F. LeViness, Jr., 10 Oak Street, 
Floral Park, Long Island, N. Y.; John Y. Cunningham, 412 East 55th 
Street, New York 22, N. Y. 


8. The known bondholders, mortgagees and other security holders 
owning or holding 1 per cent or more of total amount of bonds, mort- 
gages, or other securities are: None. 


4. Paragraphs 2 and 8 include, in cases where the stockholder or 
security holder appears upon the books of the company as trustee or in 
any other fiduciary relation, the name of the person or corporation for 
whom such trustee is acting; also the statements in the two paragraphs 
show the affiant’s full knowledge and belief as to the circumstances and 
conditions under which stockholders and security holders, who do not 
appear upon the books of the company as trustees, hold stock and secu- 
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KATHLEEN STARKE, 
Notary Public. 
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Russwin’s ‘‘Top-railer’’ 500 Series Door 
Closers are used for dependable door control 
in the Employment Security Building. Rugged 
Russwin Unilocs are used on entrance doors. 














Employment Security Building, Baltimore, Md. * Architects: Fenton & 
Lichtig, Baltimore * Contractor: Blake Construction Co., Inc., Wash- 
ington, D. C. * Hardware Supplier: Albert Gunther, Inc., Baltimore 


Impressive is the word for the handsome 
new Employment Security Building in 
Baltimore, Md. And indicative of the care- 
ful planning that went into it are Russwin 
Tempo design Stilemaker locksets. This 
smartly styled, heavy-duty doorware not 
only complements the building’s modern 
architecture, but offers many features 
Russwin-engineered for long, trouble-free 
service. Ball bearing pin tumbler lock cyl- 
inders, for example, minimize lock wear. 
Extra-length knob shank bearings hold 
knobs rigid, rattle-free. Latch bolts with 
a full 52” throw provide positive security. 
Write for detailed information about 
Russwin’s popular Stilemaker line. Russell 
& Erwin Division, The American Hard- 
ware Corporation, New Britain, Conn. 


For any door...in any building 


DISTINCTIVE DOORWARE 
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Two 8 foot tables out of this single 4 foot high cabinet 


DESIGN THE TABLES WHERE YOU WANT THEM—no need to 
design the building around the tables. Only Erickson offers the right 
combination to fit your design with 24 models to choose from: on 
wall .. . recess wall... single or nested . . . with or without benches 
... 6, 7, 8, 10, 12, and 14 foot models in cabinets from 3 to 7 
feet high. Specify Erickson for highest quality, lowest price. 
our 1960 catalog in Sweets or write for your free copy. 


Hr 





NOW HAVE FULL 
DESIGN FLEXIBILITY 
WITH ERICKSON 

ro TABLES....... 


HALDEMAN Manufacturing Company male 


HOMME -« 2580 University Ave., St. Paul 14, Minn. 








notices 





official name change 
PRESSTITE-KEYSTONE ENGINEERING PROD- 
ucTs COMPANY, Division of AMERICAN- 
MARIETTA COMPANY has had its name 
officially changed and will henceforth be 
known as the PresstiTe Drvision. 


new addresses 


Percy D. BentLey & Estey D. Happen, 


Associate, Architects, 56 Thirteenth 
Ave., W., Eugene, Ore. 
Witrrep E. Buessinc, Architect-Land- 


scape Architect, 3593 Stevens Creek 
Blvd., Santa Clara, Calif. 

Joun Marcus Hatiett & WENDELL B. 
Hattett, Architects, 200 Third St., S.E., 
Washington, D.C. 

Herman S. Detser, Architect-Freelance 
Writer, 390 Morrissee Ave., Haledon, 
Paterson, N. J. 
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elections, appointments 

Sau NEUFELD, appointed executive engi- 
neer in charge of the Miami office of 
SIDNEY W. BARBANEL, Consulting Engi- 
neer. 

GRANVILLE ACKERMANN, appointed chief 
designer of interiors and exhibits for 
the design firm of BECKER & BECKER 


ASSOCIATES. 


James B. Stewart, elected vice-president 
of KEGLEY, WESTPHALL & ARBOGAST and 
will operate from firm’s San Pedro office. 


Wituiam B. WInTERBOTTOM, elected a 
vice-president and director of product de- 
sign for RAYMOND LOEWY ASSOCIATES, INC. 


Lee Hooper, appointed co-ordinating 
architect for the Tampa office of REYN- 
OLDS, SMITH & HILLS, Architects-Engi- 


neers. 


p/a views 





(Continued from page 68) 


Possibly Sylvester is right in labeling 
me a “Theorist”—if only in the sense 
that most of my structural types are still 
design possibilities but, in my view, so 
constructionally realistic that I spent con- 
siderable time during my present Etru- 
scan retreat in reviewing their engineer- 
ing economics with . . . a wishful eye to 
the market. 

Probably Bruno Zevi is closer to what 
I think is the real aim of my work when 
he commented (Jury 1956 P/A) “. . 
a stimulus to architectural invention. His 
structures cannot be defined simply in 
terms of engineering: they are hypo- 
thesis for new architectural forms . . 
a multiplication of hypotheses which 
then may become practical and work- 
able through the agency of an artist’s 
imagination.” 

It is my misfortune that I have not 

















P/a views 





yet met such a congenial soul and, mean- 
while, I had to use my own imagination 
in suggesting possible architectural ex- 
pressions for most of my structures. 

However, for some of my types, a well 
defined architectural form results from 
the suspenarch syllogistic conclusion of 
the structural dialectic; its own particu- 
lar sensualism would be weakened if not 
completely distorted, should elements of 
planar plasticity or sculptural concepts 
be introduced in the treatment of exterior 
surfaces. 

Such I believe is specifically the case 
of my structures in membrane on co- 
acting ribs (Juty 1956 P/A) in which 
the inherent sensualism is produced by 
forms originating directly from mechan- 
ics as rationally applied in the study of 
the constructional frame. 

PAUL 


Perugia, 


CHELAZZI 
Italy 


Dear Editor: 
an article of this sort at this time. It 


There is a great need for 


is a very comprehensive and comprehen- 
sible study dealing with an exuberant 
new movement I am happy to have been 
a part of for about five years now. The 
movement has developed in many direc- 
tions, which you have done well to dis- 
tinguish. I think every architect men- 
tioned would not be adverse to being in- 
cluded under the broad title of “New 
Sensualism,” as long as distinctions are 
made between his particular concern and 
that of others: for there is room here for 
great mutual disagreement and even an- 
tagonisms. Generally, you show fair 
respect both for examples of this move- 
ment to date and for what it might lead 
to in the near future. Also your criti- 
cisms of certain examples in the implicit 
My individual 


opinions and criticisms of these particu- 


dangers ahead are fair. 


lar examples are all too easy to give, and 
would be, if I were called upon to do 


so. 
I am proud to be included, even 
though “never heard of.” A very timely 


and provocative article. 


JOHN M. JOHANSEN 
New Canaan, Conn. 


* 
Dear Editor: 1 have long felt that the 
architects who are experimenting in the 
[should] be 


that unless they are Le Corbusier (i.e.: 


plastic manner reminded 


accomplished painters, sculptors, and 
architects) it takes more than just the 
desire to change suddenly from the cur- 
tain-wall, or stripped-down building, te 
a sculptural approach. 

You ask in your article whether I, 
along with other sculptors experienced in 
architecture “could work with architects 
in basic sculptural-form molding.” 

While I admit to having entertained 
the thought many times since the advent 
of the new “sensualism” (and have some- 
times wondered why I have never been 
asked); I, 


attempting such a collaboration. 


for one, would be wary of 
With 
few exceptions, the artist in the past has 
had to enter into collaborations as a sec- 
(Continued on page 241) 








PLUS BEAUTY 
AND LONG LIFE 
WITH 


Piontute 


PIONITE LIFETIME SURFACING on Erickson tables means that the 
first cost will be the last cost. Tops and benches are virtually maintenance- 
free, will withstand scuffing, stains, scratches, chipping, even cigarette burns. 
On walls and built-ins, Pionite high pressure plastic laminates provide a 
beautiful harmonizing surface that will stay bright and new-looking after 
years of rugged use. Choose from over 400 authentic woodgrains, patterns, 


and solid colors. 


Get full information on Pionite Lifetime Laminates, and 


Glamor Board (%2” plastic surfaced hardboard) for all types of new building 
and remodeling. Consult Sweet’s (14aPi), or write for architects’ brochure 


and sample chips. 


[fp ioneer PLASTICS CORP. 








LIFETIME LAMINATES 





Sanford, Maine + Los Angeles, Calif. 
































new approaches to structural design with fir plywood 
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EZRA STOLLER 
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THE PLEATED ROOF that crowns this pavilion- 
like living room is a prime example of the bold 
and imaginative forms derived from the basic 
fir plywood folded plate principal. Shape rather 
than mass is the key to its strength. The dis- 
tinctive sawtooth configuration capitalizes on 
fir plywood’s high diaphragm strength to create, 
in effect, a series of rigid, lightweight “V” 
beams. Intermediate posts, trusses and bulky 
framing are eliminated. 

In this sophisticated circular design, the ply- 
wood folded plates provide a dome, spanning 
26 feet, wall to wall. No central support is re- 
quired. Where desired, far greater spans could 
be achieved utilizing the same basic system. 

The roof itself is composed of 12 basic “boat- 
shaped” fir plywood components which were 
crane-lifted into position atop the steel sup- 
porting columns. Each component, in turn, is 
made of four triangular pieces of 34” overlaid 
fir plywood, perimeter framed and intercon- 
nected with shaped two-inch lumber. Alternate 
projecting and recessed stiffeners along the 
ridges connect each component with its neigh- 
bors. Each component combines roof deck, in- 
sulation and finish ceiling. 

For basic design data or other information, 
write (USA only) Douglas Fir Plywood 
Association, Tacoma 2, Washington. 














Talk with 





As an architect your surest method of communication is your pencil. 
| Here in the new edition of PENCIL DRAWING STEP-BY-STEP you will find an excellent means of increasing 
Hi your drawing vocabulary. Through simple and clear exercises Mr. Guptill shows how you can make strong 
and convincing visual statements about your design ideas. 




































| 93; csucmernmeet Through this time-tested exposition of fundamentals you can brighten 

= = your presentation drawings, loosen up your free hand sketches, and by 

means of a few quick strokes make an obscure point clear to your client, 
contractor or workman. 

Over a dozen comparative techniques, including fine line and broad 

line work, mass shading, stump and solvent treatments, work in carbon, 

iithographic and colored pencils, as well as special paper are included. 


Arthur Guptill, with his years of long experience as a teacher at Pratt 
Institute, and his private practice as an architectural renderer, can show 
you how to make a stone wall seem heavy and solid; a tree appear yielding; 
water that has the impression of wetness, and mobility; clouds which look 
soft and ethereal. He also stresses how to layout proportions correctly, 
how to contrast light and dark tones with telling effect, and gives attention 
to the interpretation of colors and textures. 


For loosening up your sketching there are exercises in Quick Sketching 
From Memory, Time Sketches, Quickly Drawn Tone, Shadows Only, Figure 
and Animal Indication, and Sketching from Moving Vehicles. These are 
designed to give your sketching spontaneity and speed. You will discover 
your own kind of shorthand so that a particular type of stroke will suggest 
hair or grass; another, water or glass; still another, the bark of a tree. 
Embark on a refresher course in pencil drawing. Don’t delay. 
Send for your copy today by cutting out this handy 
reservation form. 10 Day Free Examination. 


METH cents ciedt 








120 pages, 8% x 10% 
121 black and white drawings, 
2 color plates, $7.95 








I cs fe ts en ae cap pss ae ta tw tom os en in td en oe 


RESERVATION CERTIFICATE 


IN Ad 











| 
\G 
™ REINHOLD PUBLISHING CORPORATION, Dept. 5378 
} +* 430 Park Avenue, New York 22, N. Y. s 
i | ~ Please send me for 10 days Free Examination copies of PENCIL Q 
| w DRAWING STEP-by-STEP @ $7.95. If after that time | am not completely 
iy delighted with it, | will return it and owe nothing. Otherwise, bill me at the . 
ey above price, plus postage. u 
S NAME o 
ADDRESS. c 
P 
CITY , ZONE STATE tl 





SAVE MONEY! Enclose payment now (check or money order) ond Reinhold pays postage. 
Same return privilege. Add 3% on all N. Y. C. orders 
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p/a views 


(Continued from page 237) 





ond cousin, almost always into a prede- 
termined plan, and in a few cases, an all- 
but-impossible situation. 

Whether a possibility of closer col- 
laboration (on an equal basis) could 
exist if the sculptor were asked to work 
on the basic design of the building, is 
questionable—but certainly possible. 

I think, however, it is just as important 
to determine whether it is worthwhile to 
ask contemporary sculptors to work over 
the outmoded forms of “Dynamic De- 
sign” when for the most part, they have 
gone far beyond. 

I agree that, for good or bad, this 
new movement is opening new areas to 
creative architecture which could be an 
enriching experience for all of us. But 
note, please, the difference between the 
strong, virile, and very contemporary 
sculpture of Ronchamp (a very close 
counterpart to sculpture today) and the 
casual attempt to merely develop a new 
fashion of new clichés. 

If some architecture is tending toward 
sculpture, then at least let these archi- 
tects see what is typical of today’s sculp- 
ture. It is not only the school’s problem, 
it could also be the 
responsibility of the architectural maga- 


as you suggest; 


zine to show what is contemporary in 
that 
attached to buildings, but mainly exhi- 


sculptural form—not which is 
bition sculpture, the work accomplished 
in the studio free of any and all limita- 
tions, for this is generally the work from 
which stems the shapes used later in 
architectural sculpture commissions. 

Possibly, from this, American archi- 
tects will find their own direction rather 
than thin-wall roofs of Byzantine arches, 
a lightened Gothic, or side glances at 
Candela and Nervi. There is a great 
creative drive currently in American 
sculpture. It could exist as inspiration 
and is available easily and conveniently 
in their own back yards. 

I hope that my reaction, along with 
others, will culminate in a worthy dis- 
cussion and a greater understanding of 
the problems of the architects and the 
sculptors, in the event such a collabora- 
tion should take place. 


BERNARD ROSENTHAL 
Malibu, Calif. 











Blok-Joint is the cross shaped rubber 
extrusion used to make control joints 
in masonry walls. Used with ordinary 
metal sash blocks—no special blocks— 
no cutting or sawing—no bond break- 
ing paper and mortar fill required. 
Simply slip Blok-Joint into the sash 
groove and calk the joint when the 
wall is completed. 


Blok-Joint forms a secure interlock 
that adds to the lateral stability of the 
wall and provides for both contraction 
and expansion. 


Blok-Joint can be used in single block 
walls, with brick and block backup, at 
wall intersections and at columns and 
pilasters. 

Additional strength and resistance to 
cracking is assured by using Blok-Mesh 
“deep swedged” masonry wall rein- 
forcing. You can see the extra grip- 
ability of its large, squared deforma- 
tions where the mortar seats for maxi- 
mum bond. 


Why not investigate both Blok-Joint 
and Blok-Mesh today! 












































Pat. No. 2,869,356 

For Control Joints 
Made of “100 year life” rubber to meet 
ASTM and FEDERAL specifications. 
Comes in four lengths—8”, 24”, 48” 
and 50 foot rolls. 





“Deep Swedged” Reinforcing 
Large, well defined, squared notches to 
give a deeper, stronger mortar grip 
than with conventional reinforcing 


with superficial nicks and burrs. No 
sharp edges to irritate hands. Butt 
welded to lay flat. Cuts and bends 
easily. 


Arch. File Indus. File 
4h 4c 
Car ~ Cor 





Write for FREE Sample 


and Specifications 


Blok-Jeint and Blok-Mesh are products of the Carter-Waters Corp. 


2440 Pennway, Kansas City 8, Missouri, Dept. PA 


Available in the U.S. through Concrete Block Manufacturers and 
Building Materials Dealers, Distributed in Canada by Consolidated 


Concrete Industries, Ltd. 9th Ave. & 24th St. 
Alberta, Canada. 





East Calgary, 
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You Can Have 
A Complete 


Radiant-Acoustical Ceiling 
For $1.72 Per Square Foot 





James A. Phillips Co., New York City, N. Y., won 
the contract for the above installation with a bid 
of $1.72 per square foot. Illustrated is part of 10,000 
square feet of SIMPLEX radiant-acoustical ceiling 
in the new engineering offices of the Long Island 
Rail Road, Jamaica, N. Y. 


This ceiling provides radiant heating and cooling, 
ventilation, acoustical correction, support for re- 
cessed lights and a permanent, low maintenance 
surface finish (anodized aluminum ). 


Since the above, three other SIMPLEX radiant- 
acoustical ceilings have been installed for the 
L.I.R.R. as part of its rehabilitation program. More 
are on the drawing boards. 


To sum up, radiant-acoustical ceilings need not be 
costly if care is exercised in selection. The SIMPLEX 
radiant-acoustical ceiling is the only one so com- 
pletely integrated. It does the entire job of comfort 
conditioning with one medium-air. Other systems 
use a combination of water and air. 


Complete information is available in our folder 
#RAQ. It contains complete design information, 
photographs of other installations, details and 
working specifications. 


Simplex Ceiling corp. 


552 West 52 Street, New York 19, N. Y. 
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elevated aluminum flooring 


OPENS UP 
NEW 
DESIGN 
POSSIBILITIES 


Provides a strong, ele- 
vated, fire resistant floor 
with free access to cables, 
air conditioning ducts, air 
and vacuum lines, tele- 
phone lines, etc. Elaflor 
...designed for computer 
rooms... business ma- 
chine areas, etc. gives 
you these advantages 
plus the durability of ex- 
truded aluminum and the 
beauty of the floor cov- 
ering of your choice. 

Write for free Elaflor litera- 
ture and installation examples 


*Pat. App. For 


LISKEY ALUMINUM, INC. 


Friendship International Airport,Box 506 Glen Burnie 1, Md. 

















VERB T 
a better 
way* to 
make 

i 
Cabinets 


( 
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*and more economical too ! 


write for color 
catalog today! 


HARMON 


Manufacturing Co. 


1938 Pacific Avenue 
Tacoma, Washington 
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Architect Mario J. Ciampi of San Francisco blended square units with Shadowal block to form this handsome sculptured wall. 


eWptiues in SHADOWAL 


from the wonderful new world of BLOCK 


_— leap into life, become intriguing patterns of depth and 
dimension wherever Shadowal block is employed. Here you see 
five Shadowal block patterns. Each has a character and distinction of 
its own; each shows the unbelievable versatility of 
Shadowal concrete masonry. Small wonder it’s called 
the block with 1000 faces. Your local NCMA member 








will be happy to assist you in working with new 
Shadowal block. 


NATIONAL CONCRETE MASONRY ASSOCIATION « 1015 WISCONSIN AVE., N.W., WASHINGTON 7, D.C, 





@ Plain or fancy, inside or outside, beautiful, versatile Shadowal block gives walls a new and interesting loo 


Below right: Pattern was designed by Architect James R. Lamantia, Jr., of New Orleans. 
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situations open 


ARCHITECTURAL DESIGNER—Talented and ex- 
perienced Architectural Designer for bank 
building and commercial type work. Appli- 
cant must be a college graduate and have 
strong sales ability for client and contract 
negotiations. Permanent position of responsi- 
bility offering top salary with progressive en- 
gineer-construction firm located in Ohio. Send 
resume stating qualifications to Box 840 Pro- 
GRESSIVE ARCHITECTURE. 





ARCHITECTS AND ARCHITECTURAL DRaFTS- 
MEN—Immediate openings for men with ex- 
perience excellent working conditions in 
University town. State age, education, refer- 
ences, experience, marital status, availability, 
salary expected, along with sample of work 
and recent snapshot. Robert J. Bennett, Archi- 
tect, Monongahela Building, Morgantown, 
W. Va 





ARCHITECTS AND ARCHITECTURAL ENGINEERS 

[he architectural department of a leading 
midwestern manufacturing firm with facilities 
in U. S., Canada and foreign countries has 
openings for architects, architectural, and 
Structural engineers. Work includes site 
studies, presentations, design and supervision 
of construction of industrial, commercial and 
office buildings required in the firm's opera- 
tions. Preterred age: 25-40. Opportunity 
for advancement, excellent benefits and work- 
ing conditions. Please furnish resume of ex- 
perience and education, salary requirements 





Advertising Rates 


| Standard charge for each unit is Five Dol- 
| lars, with a maximum of 50 words, In 

counting words, your complete address (any 

address) counts as five words, a box number 
Two units may be pur- 
with a maximum of 
should 


as three words. 
chased for ten dollars, 
100 words. Check or money order 
Jobs and Men, c/o Progressive Architecture, 
430 Park Avenue, New York 22, . 
Insertions will be accepted not later than the 
Ist of the month preceding publication. Box 
number replies should be addressed as noted 
above with the box number placed in lower 
left hand corner of envelope. 





| 
| accompany advertisement and be mailed to 
| 
J 
| 





and availability with first letter. Write Box 


841 PROGRESSIVE ARCHITECTURE. 





ARCHITECT OR ARCHITECTURAL ENGINEER 
B.S. with experience or M.S. Degree. Re- 
search on the development of steel curtain- 
wall systems and residential applications of 
steel products. Work includes design, labora- 
tory testing, development of manufacturing 
processes and supervision of field trials. Large 
Research Laboratory Pittsburgh area. Submit 
resume and salary requirements to Box 842 
PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL DRAFTSMAN—Small firm 
near Boston needs experienced architect for 
working drawings, specifications and super- 
vision of large projects, experience in model 
building desirable. Salary commensurate with 
capabilities. Please give information on pro- 
fessional background, availability, expected 
remuneration. Write Box 843 PROGRESSIVE 
ARCHITECTURE. 





ENGINEERS—ELECTRICAL OR MECHANICAL— 


with 3 or more years experience in electrical 
or mechanical design for buildings, including: 
Electrical—lighting, distribution, wiring, etc. 
Mechanical-heating, air-conditioning, plumb- 
ing, etc. Permanent employment with well- 
established mid-western consulting firm. 
Write Box 844 PROGRESSIVE ARCHITECTURE, 
giving personal resume and required salary. 





OPENINGS—For several experienced architec- 
tural draftsmen. Permanent for qualified ap- 
plicants. One chief draftsman opening. Ideal 
working conditions, opportunity for advance- 
ment. Give full details of experience and all 
other pertinent information in first letter. In- 
clude salary requirements and availability. 
Michael J. DeAngelis, Architect, 42 East 
Avenue, Rochester 4, N. Y 





OpporTUNITY—Florida architect Miami area 
seeking associate with initiative, thoroughly 
experienced, capable in executing commis- 
sions, sketches to working drawings. General 
practice. Full partnership to man qualified. 
Send resume. Box 845 PROGRESSIVE ARCHI- 
TECTURE. 





situations wanted 


ARCHITECT—35, registered two mid-west 
states and N.C.A.R.B., experienced and cap- 
able in all phases of architectural practice, 
seeking administrative position of responsi- 
bility and opportunity. Box 846 PROGRESSIVE 
ARCHITECTURE. 





ARCHITECT—Who has practiced number of 
years in Great Lakes Region would like to 
(Continued on page 248) 





RESISTS HOSPITAL STAINS 


unsightly alcohol and fruit juice stains 
are easily wiped off stools 


ALBERENE stone 


For FREE literature and technical assistance address: ALBERENE STONE 
(A DIVISION OF THE GEORGIA MARBLE Company) 386 FOURTH AVE., NEW YORK 16, N. Y. DEPT. P 
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This Baldwin-Ehret-Hill Styltone fissured mineral acoustical ceiling provides 
the quiet elegance that lightens the task — highlights this 

handsome decor for the man who plans the future. When making your plans, 
consider B-E-H acoustical products. Write for catalog. 


BIE]H]} BALDWIN-EHRET-HILL 


INC Ok DD RAE SO 


Acoustical Products and Building Insulations 


2111 Breunig Avenue’ Trenton 2, New Jersey 


Architects: Argonaut Realty Div., General Motors Corp., Detroit, Mich. 





Acoustical Contractor: Franklyn-Clyde, Inc., Detroit, Mich. 























Here i is ‘how 4 top artists facet this subject 


Leonard Brooks asked six 
contemporary artists to 
interpret the scene in this 
photograph. All six paint- 
ings appear in full color in 
this unique volume along 
with a discussion of the 
techniques and points of 
view used in each version. 
Here is an eye-opening 
demonstration of the count- 
less ways to see your subject. 


Develop your own distinctive style with LEONARD BROOKS’ help! 


OIL PAINTING (“x2 


GIVES YOU A NEW, COMPLETE “COURSE” IN ONE VOLUME ON CLASSIC, CONTEMPORARY, 
AND ADVANCED TECHNIQUES THAT CAN HELP START YOU ON THE ROAD TO FAME! 











The moment you open this authoritative guide to successful and 
profitable painting, you guarantee yourself many unusual 
adventures in your sketching and painting — and the best over- 
the-shoulder instruction on new techniques to be found any- 
where. Based on a masterful analysis of artistic personality, and 
the latest methods of contemporary oil painting, this volume 
provides you with insights and advice that have helped hundreds 
of veteran and beginner artists to achieve creative maturity and 
distinct individual styles. 


THE ONLY BOOK DEALING WITH THE NEWEST 
MEDIUMS: One of the most important parts of creating your 
own style is the choice of colors you place on your palette. 
Leonard Brooks, master painter and teacher, introduces you to 
new pigments, binders and emulsions that offer exciting oppor- 
tunities for original expression and striking interpretations. He 
describes how to prepare and use these new mediums; lists their 
advantages (quick drying, permanence, retention of brilliance 


UNIQUE FEATURES 


@ Heretofore unavailable formulas for 
new oil painting techniques 

@ Analysis of seldom discussed subject — 
the integration of personality and 
technique to achieve style 

@ Special section on color mixing 

@ Examples from 19 contemporary painters 
on how they achieved their individual styles 


@ The first book that shows how to 
use the new synthetic resins and plastics 
such as: Duco, “Lucite,” Polymer 
Tempera, “Magna” color, Vinylite (and 
tells where to get them). New ways 
of using Casein and oil paint. 


REINHOLD PUBLISHING CORPORATION 
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and crystalline purity, etc. ), tells what effects can be gotten and 
describes fabulous new “grounds” that put traditional materials 
in their shadow. 


Now you can explore to the full the dramatic world of oil 
color — having before you the palettes of such painters as 
Valasquez, Cézanne, Utrillo, Zorn — plus the words of nineteen 
contemporary painters who give detailed information on how 
they achieved their own styles. 


No matter what other books on oil painting you have, this 
comprehensive volume, filled with basics, charts, demonstra- 
tions, and a special set of progressive studies for a full year’s 
course for self-study — will provide you with hundreds of facts 
on theory and practice that will open new roads to independent 
creative work for you. Order your copy now. Take ten days to 
examine it (without charge), and judge for yourself how it can 
become your most useful reference book on oil painting. 





10 DAY FREE EXAMINATION 
Reinhold Publishing Corporation Dept. 5374 
430 Park Avenue, N. Y. 22 


Please send me for 10 days FREE EXAMINATION 
Sa csaans oa copies of OIL PAINTING: Traditional and 
New @ $7.95 per copy. If after that time I am 
not completely delighted with it, I will return it 
and owe nothing. Otherwise, bill me at the above 
price, plus postage. 













2? Sore ZONE........ STATE....... 


SAVE MONEY! Enclose payment now (check or 
money order) and Reinhold pays postage. Same 
return privilege. Add 3% on all N. Y.C. orders. 
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POINT BY POINT 





FOAMGLAS 





INSULATION 








PROVED BEST 
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New 134” FOAMGLAS cleared the 
air for United Board & Carton Co. 





Interior heat resulting from the constant operation of 
heavy board mills . . . plus extreme New York State 
winter temperatures... plus heavy ice and snow covered 
roofs . . . equalled an annoying “‘fog”’ and dripping water 
problem for the United Board & Carton Company, 
Lockport, New York. 

The answer was new 134” FOAMGLAS roof insulation. 

United Board & Carton reports that the installation 
of 28,400 feet of 134” FOAMGLAS insulation has elimi- 
nated a severe wintertime condensation or “fogging” 
problem on the main machinery floor of the 3-story 
board mill. Condensation was unhealthy for workers, 
and a dangerous safety hazard as well. Lift truck and 
crane operators sometimes could not see 10 to 15 feet 
in front of them. 


FOAMGLAS insulation cleared the air because its 
cellular glass composition is completely impervious to 
water and moisture. It is its own natural vapor barrier to 
assure constant insulating value—and cut expensive heat 
loss. FOAMGLAS is strong enough to support any roof 
load—even heavy New York snows weighing up to 35 lbs. 
per sq. ft. These many benefits led United Board to specify 
FOAMGLAS for still another mill re-roofing job. 

Put these extra benefits to work in your next new roof 
or re-roofing specification. Available in 134”, 2”, 3”, and 
4” thicknesses. Send today for a copy of our new Building 
Insulation Catalog. Pittsburgh Corning Corporation, 
Department AB-119, One Gateway Center, Pittsburgh 
22, Pennsylvania. In Canada: 3333 Cavendish Boule- 
vard, Montreal, Quebec. 
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(Continued from page 244) 


discuss association or partnership with estab- 
lished Florida architect who needs help. Am 
registered and worked in Florida. Do most 
of my drafting and rendering. Am reliable 
and married. Box 847 PROGRESSIVE ARCHI- 
rECTURE 





Arcuitect—A. I. A., registered in California 
and additional states, w.th broad experience 
in most phases of private general practice 
including commercial, public, industrial, 
school and residential work, is interested in 
discussing possibilities of mutually advantage- 
ous association with other architect, prefer- 
ably but not necessarily in Bay Area. Box 
848 PROGRESSIVE ARCHITECTURE 





N. Y. Registration, N.C.A.R.B. 
16 years varied experience 
with top N. Y. firm, including supervision. 
Strong on production. Presently employed, 
seeks relocation to Southwest area prefer- 
ably Arizona, with opportunity for associ- 
ateship or partnership. Excellent references. 
Resume on request. Box 849 PROGRESSIVE 
ARCHITECTURE 


ARCHITECT 
37 with family 





ARCHITECTURAL DRAFTSMAN—32, married 
with family, college degree. Four years ex- 
perience with large firm in both government 
and private work. Background includes work- 
ing drawings, renderings, color schemes, and 
specifications. Desires position which will 
afford experience in design and office prac- 


tice. Will locate. Box 850 PROGRESSIVE 


ARCHITECTURE. 





SENIOR STRUCTURAL ENGINEER—With thor- 
ough supervisory experience with leading 
engineering and construction firms. Large 
industrials, power plants, waterfront  struc- 
tures, dams, airfields, bridges, etc. Excellent 
estimator and spec. writer. Sound client con- 
tact and negotiating experience. Desire posi- 
tion with architectural, consulting or indus- 
trial firm. Box 851 PROGRESSIVE ARCHITEC- 
TURE. 





ARCHITECTURAL & DESIGN PERSONNEL 
AGENCY—A personalized placement service 
for top-level architects, designers, engineers, 
draftsmen, estimators and interior designers; 
selective contacts arranged in a confidential 
and professional manner. Interviews by ap- 
pointment. 58 Park Avenue, New York. 
MUrray Hill 3-2523. 





Buy ToLo—precision metal castings for your 
scale models—many items in stock—any com- 
ponent can be made—any scale—any color— 
any quantity. Write to: TOLO INDUS.- 
TRIES, 30 E. 21st St., New York 10, 
N. Y. Tel.: GR 5-0194. 





CAREER BUILDERS PLACEMENT SERVICE—for 
Architects, Architectural Designers, Interior 


Designers, Industrial Designers, Draftsmen 
and Office Personnel. Interviews by appoint- 
ment. PLaza 7-6385, 35 West 53rd Street, 
New York 19, N. Y. 





HELEN HUTCHINS PERSONNEL AGENCY— 
Specialist Architectural, Industrial, Interior, 
Design; Decorative Arts and Trades; Home 
Furnishing Field, Architects, Designers, 
Draftsmen, Administrative Personnel. Inter- 
views by appointment. 767 Lexington Ave., 
New York 21, N. Y. TE 8-3070. 





INTERIOR DECORATION HOME STuDY—An- 
nouncing new home study course in Interior 
Decoration. For professional or personal use. 
Fine field for men and women. Practical 
basic training. Approved supervised method. 
Low tuition. Easy payments. Free booklet. 
Chicago School of Interior Decoration, 835 
Diversey Parkway, Dept. 3048, Chicago 14, 
Ill. 





RENDERING: WATERCOLOR—Specializing in 
full color renderings of architecture. We are 
able to finish the average architectural rend- 
ering in two to three days and by shipping 
air express, we can have it at your local air- 
port within three to four days after receiving 
your order. After receiving your order we 
will immediately phone maximum price and 
delivery date. Prices usually range from 
$105.00 to $165.00. Further information 
and/or exampies of our work may be ob- 
tained by contacting us, either by phone or by 
writing Don Lothe, 213 West Canon Perdido 
Street, Santa Barbara, California. Phone 
WoOodland 6-7400. Cable RENCo. 
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. will enhance the interior decor of your buildings . . . as they keep 
traffic areas neat, litter-free and reduce maintenance costs. Choose 
from new, modern DUK-IT “Jumbo” Wall Hung Urn or Floor Stand 
designs in sparkling metal. Or, our styling staff will gladly work with 
you in adapting special models and finishes to your original deco- 


Write us of your needs. We would like to co-operate ! 
McDonald Products Corporation 


six years. 





College House Offices 
CAMBRIDGE, MASSACHUSETTS, U. S. A. 


ARCHITECTURAL ENGINEERING 
A Practical Course (HOME STUDY) by Mail Only 
Prepares Architects and Draftsmen 
for structural portion of 
STATE BOARD EXAMINATIONS 
For many this is the most difficult section of the examinations. 
Qualifies for designing structures in wood, concrete or steel. 


Successfully conducted for the past twenty-two years. Our 
complete Structural Engineering course well known for forty- 


Literature without obligation—write TODAY 
WILSON ENGINEERING CORPORATION 


Harvard Square 




















BUILDING CHECK LIST 
by Ben John Small 


The first complete check list of building 
procedure ever available. Boils down the 
entire checking process into 74 categories 
—ready to use as the basis of both pre- 
liminary and final specifications. Also in- 
cludes a resume of the A.I.A. general con- 
ditions and pitfalls to avoid in writing spec- 
ifications. 158 pages, 6'/2 x 8/2. $3.50 


Send for a copy on approval 
REINHOLD PUBLISHING CORPORATION 
Dept. 5287, 430 Park Ave. 


New York 22, N. Y. 




















Imaginative ,.new conceptions in architecture can frequently trace 


their origin to a basically simple idea. One of the oldest types 
of roofing, terne metal, thus lends itself to many dramatic new 

S in the contemporary idiom. Because of its tnherent 
adaptability in both form and color, Follansbee Terne permits 

the visible roof area to become a significant part of structural 
design. Thus by re-—discovering and re-interpreting a time— 
tested material, we _make out of the very old the very new. I 
have furthermore found terne superior to other roofing metals 


in economy, color-—adherence, heat-reflection, permanence, 


workability, and low coefficient of expansion. 





FRANK LLOYD WRIGHT 
Sculpture by Eloise Fichter 
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HAKO FLOOR TILE 


means Low Cost, Long Wear, Easy Maintenance 


No other type of flooring gives you so many advantages at 

such low cost as Hako Asphalt or Vinyl-Asbestos Tile. Extremely 
durable, Hako stands up under hardest wear even in high traffic 

locations .. . affords important savings on maintenance... is easy and 
economical to install. And savings begin right away because Hako 

costs less initially than other types of flooring. For your next school project, 
consider the many advantages you get with Hako Asphalt 

and Vinyl-Asbestos Tile. 

For full details write Dept. H9-11, P. O. Box 128, Vails Gate, N.Y. 














HAKO BUILDING PRODUCTS 


Division of Mastic Tile Corporation of America 


Houston, Tex. * Joliet, Ill. * Long Beach, Calif. * Newburgh, N.Y. 
Asphalt Tile ¢ Vinyl-Asbestos Tile *« Coronet Plastic Wall Tile 
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sy | POWER AHEAD 


TWO NEW STANDARD-DESIGN HEADERDUCT SYSTEMS NOW OFFER... 


LARGEST CAPACITY DUCT 
AVAILABLE 


e Greatest wire capacity of any Headerduct provided in a standard design 
Selected for new $45 million Kaiser Center, Oakland, e Greatest wire capacity at all feed points 


Calif. NE systems proved flexible enough to meet : Rete : . . 3 
caine samttedien Cablieate eel Gémendom ° Fast installation easy fishing. Quick access to entire system 
telephone feeder system wiring load. Welton Beckett e Strongest service fittings of any system 

& Associates, Architect and Consulting Engineers. Attractive modernistic design of service fittings harmonizes with modern as well 
Foothill Elec:ric Company, Electrical Contractors. as traditional architecture 
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e Most complete line of telephone service fittings 

¢ U/L listed for all approved cellular steel floors 

e Application engineering available 

For complete information, write: National Electric Division, H. K. Porter Company, 
Inc., Porter Building, Pittsburgh 19, Pa. 


NATIONAL ELECTRIC DIVISION H.K.PORTER COMPANY, INC. 


PORTER SERVES INDUSTRY: with Rubber and Friction Products—THERMOID DIVISION; Electrical Equipment—DELTA- 
, STAR ELECTRIC DIVISION, NATIONAL ELECTRIC DIVISION, PEERLESS ELECTRIC DIVISION; Specialty Alloys 
New large capacity cross box for the 14,000 Series RIVERSIDE-ALLOY METAL DIVISION ; Refractories—REFRACTORIES DIVISION ; Electric Furnace Steel—CONNORS STEEL 


; ; ; DIVISION, VULCAN-KIDD STEEL DIVISION: Fabricated Products—DISSTON DIVISION, FORGE AND FITTINGS DIVI- 
has no bag opening for an the — Adjustment SION, LESCHEN WIRE ROPE DIVISION, MOULDINGS DIVISION, H. K. PORTER COMPANY de MEXICO, S. A; 
for 2% to 2% inch concrete depth. and in Canada, Refractories, “Disston” Tools, “Federal” Wires and Cables, “Nepcoduct” Systems— 

H. K. PORTER COMPANY (CANADA) LTD. 

















I remember writing a long while 
ago that wherever I traveled in the 
United States, discouraged local archi- 
tects told me, “This is the most conserva- 
tive part of the country; that’s why you 
won't find much good contemporary 
architecture here.” I am still told the 
same thing. On several trips this past 
month I was shown a great deal of 
mediocre work, along with one or two 
sparklers, and told that the clients in 
these particular localities just won’t ac- 
cept good design. 

I’m sorry to have to say that I’m not 
too much impressed with this argument. 
I don’t believe that clients are much 
different in Lexington, Grand Rapids, 
New York, Dallas, or San Francisco. 
Architects aren’t much different either; 
they include some talented people with 
enough force to carry through their con- 
cepts; some talented people without that 
force, who have restricted practices; 
many good-hearted people who are easily 
led to compromise when the inevitable 
urge to do a more “acceptable” thing 
comes; and some people of limited 
ability who seek excuses for the quality 
of their work, 

And wherever one goes it is still neces- 
sary to be led or directed to those few 
gems of architecture that the locality 
boasts. Up and down sidestreets until one 
comes on that church or that house or 
that hospital that “should be published”; 
past hundreds of other houses and office 
buildings and clinics and churches that 
even the local guide doesn’t stop to com- 
ment about. 

What occurs to me at these times is 
that the buildings we are passing—the 
“anonymous” architecture, so to speak— 
should be “good” in its own right also. 
One should pass more simply, well-inte- 
grated, consistently executed work that 
has no obvious flaws and is both pleasant 
to look at and satisfactory to use. Then 
it would not be necessary to pardon and 
excuse. But, instead, there are too many 
buildings well planned that flaunt bad 
uses of materials; there are interesting 
structural applications badly carried out 
in finished architecture; there are too 
many interesting plastic designs that 
cloak mal-functioning interiors. 

Our editors sometimes wonder whether 
it is fatigue or over-exposure that makes 
us feel, after excursions and meetings in 
which we review submitted work, that 
there is all too little architecture being 
done that is consistently “good” in all 
parts, by commonly accepted standards. 
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Several comments very similar, from 
people outside our editorial activity, have 
recently made me feel that we are not 
wrong; that average, typical work being 
done today is not as good as it should be. 

There is, for instance, the inevitable 
yearly reaction of the Juries that judge 
our Design Awards Program entries. 
These hard-working people always end 
their deliberations with a warm feeling 
of gratitude to those architects who have 
given them stimulating work to look at 
and judge; and at the same time with 
a sense of discouragement at the bulk 
of the not-so-successful submissions. One 
year, Harry Weese said, after the Design 
Awards Seminars: “I think the thing that 
is significant is not the quality of the 
work we have been discussing today but 
the hundreds of projects which were sub- 
mitted which you have not seen . . . about 
the work you didn’t see—the five-sixths 
of the iceberg—we have no grounds to 
be complacent.” 

Another year, Dean Henry Kamphoef- 
ner remarked on “the rather shocking 
amount of mediocre work from so many 
offices, including some of the first-rate 
firms.” 

And this year Dean José Luis Sert, in 
a recorded bull session after the Jury 
had finished its work and was reviewing 
general impressions, said some important 
things about the average, non-genius 
architect. Rather than scolding or being 
discouraged, he pointed out the great 
value of average quality. “It’s very im- 
portant,” he said, “that there be an effort 
to produce better, higher class, average 
architecture and a good group of average 
architects. I think this kind of architec- 
ture—which we consider, perhaps, the 
less exciting sort—was so important when 
it was good and correct and the propor- 
tions were pleasing that when you find 
it in the older parts of Boston and Phila- 
delphia, for instance, you realize its 
tremendous value.” 

“I would say,” he went on, “that the 
outstanding masterpieces that we view 
from time to time (very rarely and sel- 
dom appreciated in their own genera- 
tion) wouldn’t be the same if we didn’t 
have the setting of this rather quiet, 
anonymous, correct, well-proportioned, 
honest architecture. It has in it a certain 
element of inspiration; honesty doesn’t 
ban inspiration. It can be high-quality, 
anonymous, quiet design. Then sculptural 
excitement or unusual ability is an acci- 
dent in the midst of that. If it isn’t, it 
can become an element of chaos in the 


why not more good average work? 


midst of chaos, and that is no good.” 

Another comment that seems to bear 
out our feeling that fully consistent, 
simple goodness is not as great a quality 
in today’s average architecture as it 
might be, came from foreign visitors. 
David and Mary Medd, research archi- 
tects for the Ministry of Education in 
London, have been touring the country 
with Commonwealth Fund Fellowships 
for the last year, looking at schools and 
talking to school architects and to educa- 
tors. They end their trip with a some- 
what dim view of U.S. school architecture 
(which they will explain for us in a 
later issue of P/A). Their complaint is 
not about the plastic, visual design qual- 
ity of what they saw, but rather about 
the manner (or lack of manner) in which 
educational programs are being trans- 
lated into architectural planning. Too 
much superficial architectural “design,” 
they feel, and too little analysis of circu- 
lation, teaching arrangements, and so on. 
The run-of-the-mill work (the average, 
“anonymous” architecture that Sert was 
speaking of) in this specialized field 
seemed to them rather disheartening. 

I was not unprepared for the Medds’ 
reactions, because they had written to me 
during the year that they were becoming 
“so tired of the separation in peoples’ 
minds of what a building looks like and 
what a building is!” 

And it was interesting to me that in 
their search for a pleasing American 
archivectural environment they also 
turned, as Sert did in his examples of 
“honest, anonymous” architecture, to 
some of the older cities. “The buildings 
we saw in Annapolis, Charlottesville, 
Williamsburg, Charlestown, New Orleans, 
and Monterey, to name only a few, gave 
us intense pleasure . . . the Garden Dis- 
trict in New Orleans, those wonderful 
18th Century churches in New Mexico, 
and the barns we have seen in Georgia, 
California, and the Pacific Northwest 
make one wonder whether the proportion 
of iconoclasm to development is not too 
high.” 

Coming back to my starting point: per- 
haps my self-conscious hosts on several 
recent trips would have been happier (I 
would have been) to be able to show 
me “honest, anonymous” development, 
rather than to apologize for lack of icono- 
clasm. 
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Which “‘U’’ ‘Value should the architect select 


fora ROOF DESIGN’? 


This New Brochure Gives 


Write for your copy of “The Economics of Thermal Roof Design” — an 
authentic study prepared by a practicing consulting engineer for use by 
architects. The study shows, for various temperature zones, and for vari- 
ous building types, the effects of different conductance (U) values in terms 
of heating and cooling costs — equipment, maintenance, and fuel or energy. 


HOW IMPORTANT IS GOOD THERMAL DESIGN? 


If you commonly specify a one-inch ( at a conductance of .34 ) thick- 
ness for roof insulation you are passing up an important design contribution. 
Studies show, for example, that reducing conductances from a common U 
of .24toaU of.12 can provide a return on investment of 18% per year for 15 
years. Example: Department store type construction in St. Louis climate. 
In industrial type construction the same reduction in conductance can have 
this result: A reduction in original cost of heating-cooling equipment equal 
to 66% of the cost of the increased insulation. Regardless of the type, size 
or location of your building, enlightened thermal design can save your client 
important money. 


HOW IMPORTANT IS QUALITY IN INSULATION? 


The more insulation you use the more important its quality becomes 
If insulating efficiency drops because of moisture absorption, or deteriora- 
tion, the effect is doubly bad. First, the extra investment in insulation is not 
recovered. And second, your heating-cooling system will be overloaded be- 
cause of unplanned for heat gains and losses. This is why architects who 
are designing for optimum conductances are specifying,Fesco Board. It is 
the permanent insulation — formed of all-mineral perlite, extremely mois- 
ture resistant, fully incombustible, and immune to rot, mildew or fungus. 
Specify the right quantity of insulation always . . . and always be sure to 
specify the right quality — Fesco Board. 


JOHNS-MANVILLE PERLITE CORPORATION 
Successors to F, E. Schundler & Company, Inc., 504 Railroad St., Joliet, Ill. 


F. E. SCHUNDLER & COMPANY, INC. 504 RAILROAD ST., JOLIET, ILL. 
RATED FIREPROOF MATERIALS- ACOUSTICAL & INSULATING 


Developers and producers of incombustible mineral products including Fesco Insulation Board, Coralux Acoustical Plaster, Coralux Perlite 
Aggregates, Mica Pellet Vermiculite, High Temperature Insulating Blocks and Insulating Cement 
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Semundier 
KESCO® 
insulation board 
Ff. €. SCHUNDLER & CO., INC. JOLIET, LLINONS 
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EASY TO HANDLE. Mechanic easily connects a length of 6-inch copper tube. More than 16,000 pounds of Anaconda 


Copper Tube, Type M, in sizes up to 8 inches, was used for the sanitary drainage systems. Architect and Engineer: 
California State Division of Architecture. Mechanical Engineer: Division of Architecture. General Contractor: 
Robert E. McKee, Inc., Los Angeles. Plumbing Contractor: E. O. Nay, Inc., Pasadena. 


COMPACT COPPER SANITARY DRAINAGE SYSTEM GIVES 
NEW CALIFORNIA HOSPITAL MORE USABLE SPACE 


CLOSE WORK LIKE THIS is possible only with copper tube. 
Water and drainage lines hug the ceiling, giving ample 
basement headroom. Even in tight quarters, connections are 
easy to make. Sizes in this photo range from %” water lines 
to 4” for drain and vent lines. 


Copper tube sanitary drainage lines in the hospital building 
and administration wing of the new Fairview State Hospital 
at Costa Mesa, California, eliminated wasted space in furred 
areas and allowed ample headroom in the basement. Equally 
important to the project owners, however, was the fact that 
copper tube drainage systems are easier to install, are long 
lasting, require less maintenance than other materials. 

Copper tube was used also for the hot and cold water lines 
and for the radiant heating system. 





TREND TO COPPER “The factors important to us as mechanical 
contractors are the work-saving features of copper tube. It has 
proved to be easier to handle, more adaptable to space problems, 
less trouble to test, and as a consequence, faster to install than 
other methods considered standard.” B. J. Sabin, Manager, E. O. 
Nay, Inc., plumbing contractor on Fairview State Hospital. 











Specify Anaconda Copper Tubes and Fittings — Types K and 
L for water supply and heating lines; Type M and the new 
lighter weight Type DWV for sanitary drainage systems. 
Anaconda wrought and cast solder-joint fittings for pressure 
and drainage applications. Write for Publication C-33. Ad- 
dress: The American Brass Company, Waterbury 20, Conn. 
In Canada: Anaconda American Brass Ltd., New Toronto. 
Ontario. $907 


_. ai © COPPER TUBE 
ONG /% ‘\) > £4 AND FITTINGS 
PRODUCTS OF THE AMERICAN BRASS COMPANY 
Available through plumbing wholesalers 











